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BEL MICRO EYE DASH/VISOR 
RADAR DETECTOR 

MODEL 834-S See page 3B for details 
OUR PRICE 


$ 199 95 


Fordham 









VIDEO EQUIPMENT & ACCESSORIES 






























OUR PR.CE $79.95 


CABLE KIT (Hook-up Cables) $11.75 

COntainS 6V 3 3606.1 
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CORDLESS TELEPHONES 


MODEL CP-447 OUR PRICE $110.00 NEW! 

COBRA ALL NEW CORDLESS TELEPHONES ^i™n e 



COBRA REMOTE RECHARGER 

Optional Remote 
Recharger For Chai 
Away From Base U 


,$ 12 95 
























RADAR DETECTORS 
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COBRA ST-400 SERIES 2-PIECE SLIMLINE CORDED PHONES 

MODEL ST-401 OUR PRICE Cob^fteleph^nes present their latest bevy of beauties The Fabulous 4. Their attractive decorative 

MODEL ST-405 OUR PRICE Si 9.95 styling goes with any decor. They are available in today’s fashion colors. Each cradle mounts easily 

, _ on wall or sits on table or desk. Handset is designed for maximum comfort. Lets start off our lovely 

MODEL ST-410 OUR PRICE line-up with the ST-401 which will work in conjunction with your present telephone system whether 

MLULLOI tiu it’s touch button or rotary dial. It is fully modular, as is the rest of this series, so no installation IS re- 

MODEL ST-412 OUR PRICE $59.95 quired. It features last number redial, Cancel key, to disconnect^whj^ 

ringer with an on/off switch. Next in our 
line-up is the ST-405 with tone (DTMF) 
dialing. It works with MCI, Sprint® , U.S. 
Telephone, All Net, and other alternate 
long distance services. It features a 
Cancel key, 10 foot coiled cord, Lighted 
dial and Mechanical (bell type) ringer with 
on/off switch. The next model, the ST-410, 
has switchable tone or pulse dialing. This 
allows the telephone to be used on any 
phone system. It also features Electronic 
Memory, Stores up to 12 different 
numbers, Last number redial, Cancel Key, 
10 foot coiled cord, Mute key, 3 position 
ringer (tone, bell & off), Lighted dial and 
Memory-index card on the base. Last, but 
hardly least, is the ST-412. This phone 
has 2 line capablility with hold and con¬ 
ferencing. It features Switchable tone or 
pulse dialing, 12 Number memory, Bell 
ring for line one and a tone type ring for 
line 2, Last number redial, Cancel and 
mute keys, 10 foot coiled cord, lighted 
dial and a Memory-index card on the 
base. What a line to choose from to fit 
your special needs. All of the above 
models come in white, beige or brown, 
intable. 
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COBRA FULL-FEATURED 
CORDED PHONES 
MODEL ST-500 

OUR PRICE $39.95 

FEATURES 

• Switchable pulse/tone dialing. 

• 40 Number memory with last 
number redial. 

• Battery back-up for memory. 

• Electronic^inger w?th HI, LO 

.;r:: u rr N e w! 


COBRA FULL-FEATURED 
CORDED PHONE .. cr%A/* 

MODEL ST-610 Nt**' 

OUR PRICE $65.00 

FEATURES 

Switchable pulse/tone dialing. 

13 Number memory with last 
number redial. 

Hands free speakerphone. 

Clock • Call timer. 

Electronic hold. 

Fully modular design. 


COBRA 

FULL-FEATURED 
CORDED PHONE 
MODEL ST-600 

OUR PRICE $59.00 

FEATURES 

• Switchable pulse/tone dialing. 

number redial. 

• Hands free speakerphone. 

• Electronic hold. 

• Fully modular design. 

• Battery back-up for memory. 

• Wall mountable. 


COBRA FULL-FEATURED CORDED PHONE 
MODEL ST-660 OUR PRICE $74.95 


MODEL ST-662 OUR PRICE $89.95 

FEATURES 

SAME AS ABOVE PLUS: a abj|jty I Sep^rlfe^tnger^foreach line 



















[TELEPHONE ACCESSORIES 



























ANSWERING SYSTEMS 






























COMPUTER ACCESSORIES 

































CONSUMER PRODUCTS 



EMERSON 5” BLACK & WHITE TV, A 
WAY POWER PORTABLE COMBINATION WITH BUILT-IN 
BATTERY RECHARGER CIRCUIT. 

MODEL VR-35 

OUR PRICE $99.95 

FEATURES 

lltra Bright" picture tube. 


3-1/4" full range speaker. 

Top mounted telescoping TV/Radlo ar 
AC/DC (line cord) /DC 12 volt car adapiui 
Earphone lack (earphone Included). • Folding stand/handle combination. 
Dimensions: 10-1/2"W x 5-3/4"H x 11 ”D • Weight: 11 lbs. 


Optional Custom Battery Pack model ERB-122.. 




EMERSON 5-1/2” COLOR TELEVISION-AM/FM 
PORTABLE RADIO COMBINATION WITH BUILT-IN BATTERY 
RECHARGER CIRCUIT 

MODEL PC-5 NEW’ 

OUR PRICE $249.95 


....SSS1 

ts&sgmxttessteit?* 


Optional Custom Battery Pack model ERB-li 


EMERSON 5” BLACK AND WHITE TV WITH AM/FM 
STEREO RECEIVER/CASSETTE PLAYER/RECORDER WITH 
BUILT-IN DETACHABLE SP EAKERS 
MODEL XLC-555 

OUR PRICE $199.95 


NEW! 


tlSi- 




recharger circuit.. • Stereo .headphone; jack ■* 1“* ar 

p'Mne^^rd^lO^^Mf^battedM^not' included^/Recharge batten?(nc 




:-22 
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LOCK RADIOS/STEREO CASSETTE DECKS 

RANDIX TRAVEL CLOCK RADIO 
MODEL RCL-50 
OUR PRICE $19.95 


liliZ" 



— 







SANYO 


FEATURES 

• Pause Control! 

• Stereo Expander Circui 


• Tape Counter. 

• Variable Monitoring. 

• AC/DC Operation. 

• Auto stop. • Multi-Voltage Capability. 

• LED Record/Battery Check Indicator. • Jacks For Headphones & Speakers. 



RANDIX 

AM/FM CLOCK RADIO, CASSETTE PLAYER TELEPHONE 

MODEL 
CP-700 
OUR PRICE 

$99.95 



RANDIX TRAVEL CLOCK/SMOKE DETECTOR 
MODEL QCS-40 

OUR PRICE $24.95 





































EDUCATIONAL KITS 





































■IROBOTS/CONSUMER PRODUCTS 


MOVIT NAVIS 

EDUCATIONAL 
ELECTRONIC 
ROBOT KITS 
MODEL MV-938 

OUR PRICE $49.95 

DESCRIPTION 

reading the ru 


id black markings you 
j ^sensor. You control the 

) and the spaces by darken- 


MOVIT wao 

EDUCATIONAL 
ELECTRONIC N t V * 
ROBOT KIT ’ 


■1446 




























ATTACHE CASES with TOOLS! 
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SOLDERING EQUIPMENT 


WELLER WTCPR CON TROLLED OUTPUT 
SOLDERING STATION 
MODEL WTCPR 

e $79.95 



If*”-Soldering Pencil withPTA 7 tip. 


WELLER 

SOLDERING STATION The Weller EC-1000 Soldering Station is identical to 
MODEL EC-1000 EC-lSflOTs dfal con- 


WELLER SOLDERING STATION 

OURPRICE $169.95 



WELLER 700° tips for wtcpr 
OUR PRICE $3.50 each 10 FOR $30.00 

Replacement Parts and Accessories for WTCPR 


I !ilis = 



PTM 


PTO 


PTP PTR PTAA PTBB PTCC PTDD 


WELLER PORTABLE 
DESOLDERING STATIONS 
MODEL DS-600 

OUR PRICE $449.95 

DESCRIPTION 

Here’s the professional desoldering station 
that has everything. Except a fixed place. 

cannot reach. 

The DS-600 Portable Power Desoldering Sta- 
quires only a'l 20 volt*6Q S Hz AC power 


handle, power storage cord, and a built ir 
desoldering iron storage compartment to 
enhance portability. Other features inclut 
lighted on/off switch, quick connect/disci 
nect locking plug and receptacle, built in 





FREE 

WTCPR WITH 
PURCHASE OF DS-600 


WELLER ELECTRONICALLY CONTROLLED SOLDERING/ 
DESOLDERING STATION 



WELLER CLEAN-O-POINT 

SKI 


ETA ETB ETC ETD ETH E 
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DIGITAL MULTIMETERS/FUNCTION GENERATOR 





















































OSCILLOSCOPES 
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IDER: 

ordham Order Form (see reverse side) Or 
our Own Order Form...or Your Letterhead 
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Fordham 


TO ORDER: 

Use Fordham Order Form (see reverse side) or 
Use Your Own Order Form...or Your Letterhead 


SANYO 

COMPACT CASSETTE 
TAPE RECORDER 
MODEL M-1111 

OUR PRICE $39.95 

FEATURES 

• Quick Record/Quick Review. 

• One-Touch Recording. 

• AC Adaptor Included. 

• Digital Tape Counter. 

• Cue & Review. • Pause Control. 
' lo Stop. • Built-In Mic. 



POCKET 

BATTERY TESTER 
MODEL 0333 
OUR PRICE $7.95., 
5 FOR $35.00 


FEATURES 


• Small and Handy: easy 


?(Vo°u 


• Test: 9V and any 1.5V bat¬ 
teries Including button 
batteries. 

• Fast and Accurate: meter 
show if batteries are good, 


replacement. 




SANYO VACLITE CORDLESS VACUUM & SEARCHLIGHT 

MODEL PC-30L OUR PRICE $39.95 

DESCRIPTION 

Sanyo’s VACLITE is a rechargeable cordless hand vacuum and searchlight. This 
powerful suction to clean-up small jobs such as spills and crumbs on kitchen ts 

interiors and workshops. It comes with a washat. . 

' , switch which saves battery power. Tl 


ile charging bra, 
:er for handy, sp 


n fully charged. The 


>les, carpets, couches, car 
l-to-reach corners. It has ar 

^ACUT^ comes vrifha 


SANYO spacil 

PENCIL SHARPENER 
MODEL PSN-P6 

OUR PRICE $29.95 

FEATURES 

• Rechargeable pencil sharpener v, 
six LEDs with turn on and off wh 
Spacil is operating. 

• Compact, lightweight unit with 


TOSHIBA SEARCHLIGHT CLOCK/RADIO 

MODEL K-503E 

OUR PRICE $59.95 

FEATURES 


SPECIFICATIONS 

VERTICAL DEFLECTION (2 Identical Ch 

rise time 7.0ns or less. DC to at least 1( 
—3dB point, AC coupling 10 Hz or less, 
calibrated steps, 1-2-5 sequence. Uncall 
magnifier extends min. deflection rate t 
magnifier *2%. Dlsolav Modes: chi r 


_and rise time 35ns c.__,.. 

OX probe: 1 Hz or less. Deflection Factor 5mV/dlv to 5V/div In 10 
rated continuous control between steps 1:less than 2.5. X5 
1 mV/dlv. Accuracy: ±3% (+ 10 to + 35-C) Additional error for 
12 (normal or Invert) Alternate, chopped (250 kHz rate), Added. In- 

wlth 30 pF approx. Maximum Input Voltage: 250V (DC + peak AC). Delay Line: Permits viewing leading edge of displayed wavr 
mV/dlv ±30% terminated Into 50 ohm, and 50 mV/dlv ±30% terminated into 1 Mohm. HORIZONTAL DEFLECTION-TIme Bar 



!-5 sequence. Uncalibrated continuous control between steps 1:less than 2.5. 


p rate to lOns/dlv. j 


0.2s/div In 20 calibrated__ 

to 2ms/dlv in 14 calibrated steps 1-2-5 

tal Display Modes: A only, A intensifiea, o aeiayea. uaiiDrstea s 
1:20,000. TRIGGERING A AND B-A Trigger Modes: Automatic, Normal, Single sweep, Yv-V, TV-H. 

■— •-- T-I -e-—nl i CHJ,,,CH2J,IJne, External,^External - 10. A Trigger Slope: 




CHI Out: 


lOns/dlv. Time Base B: O.lus/dlv 
ror for magnifier ±2%. Horlzon- 
ilay Time Jitter Better than 

---..... L».. _ ...ole presentation of repetitive 

rrigger Sensitivity: Internal-DCto 10 mHz: 0.5dlv. 10 to 50 mHz: 
lej: 30 Hz to 10 kHz. DC: 0 to full bandwidth. A External Trigger In- 


nag. extends fastest sweep 

-3% (+10 to +35-C). Addltl:_ 

between 0.5 and 10 time base A setting. 
- u-u+.u. **i— ——' permits - ■ 


omplex waveform. A Trigger Source: Internal (CHI, unxi cine, external, externa, + 

.5d(v. External—DC to 10 mHz: 150mV. 10 to 50 mHz: 500mV. A Trigger Coupling: AL _ 

'r'®,', a v PP v r0 ^c M D *. X i-r^,^i" V o| t«a«:250V (DC + peak AC). B Trigg., Modes and Source: Automatic, Normal. B Trigger Slope:" or 

30 ,0 , u bandwidth. X-Y OPERATION (CHI; Horlz, CH2; Vert)—Deflection Factor Same as vertical deflection. Accuracy: Y: ±3% (+ 10 to +35"C). X: 

o9At» d 2i t , i P«,aiJ? r . r , 0r !? r CH1 a J3 CH2 ma 9 nlfler ±2%. Bandwidth: DC to at least 500 kHz. Phase Error 3° or less from DC to 100 kHz. POWER—Line Voltage: 100V 

-»--(180-260V), 50/60/400 Hz. External DC: 11-14V, 1.5A. Battery operation: 2 hours continuous use use with the AD-509 (option) DIMENSIONS—Size (WHO)- 85x43* lift" 

>15 x 110 x 350mm). Weight: 11 lbs. (5 kg). Accessories Supplied: Two aYioAHI. 5 probes (10:11:1 swhchable) ^ manual ’' 3 '® 


- US/WE ACCEPT PHONE ORDERS « TOLL FREE 800-645-9518 » NYS TOLL FREE 800-832-1446 








































































































































OSCILLOSCOPES 


HITACHI PORTABLE DUAL TRACE 1MV/DIV OSCILLOSCOPES 
model V-222 (20 mHz) ac 

REG. $715.00 OUR PRICE $049.90 
MODEL V-422 (40 mHz) 

REG. $895.00 OUR PRICE $699.95 

DESCRIPTION 

Hitachi's new series of scopes provides an unbeatable combination of high performance and 
light weight, and are destined to set a new standard In cost plus performance. 

FEATURES 

• Thin, light and compact design. • Large 6-inch rectangular, Internal graticule CRT. 

• Autofocus circuit and scale illumination. • DC offset function. 

• Voltage and frequency reading outputs. • Alternate magnify function. • VERT mode triggering. • High accuracy— 

• High sensitivity—1 mv/dlv. « Stable, low-drift design. 

• 8 divisions of displayed dynamic range and accurate, distortion-free waveform measurements. 

• All models have a special TV sync separation circuit enables quick measurements of video signals. 

• Built-In signal delay line for observation of the leading edge of fast-rlsetlme signals. 

• A convenient X-Y operation mode allows phase r"“-— *“-*• 

SPECIFICATIONS 


VERTICAL DEFLECTION—Sensitivity: 5 

amplifier). Uncalibrated continuous cont 
lamp Indicates the uncallbrated condition. 

using X5 amplifier). Rlaetlme: 8- 

(DC + AC peak at 1 kHz). Input 
china: CH2 only. X-Y operation: 



|;«f*f 


i waveforms. • Probes Included. 


1 V/dlv ±5% (when using X5 
lock-positioning). UNCAL Lamp: Front panel 
Jt 8 dlv) DC to 7 mHz, -3 dB (at 8 div) (when 

..s viewing leading edge of displayed waveforr__ 

_ r _ _ _ _ •: Direct: 1 Mohm, approx. 30 pF. Operating modes: CHI, CH2, 

>nly. X-Y operation: Cffl: X-axis, CH2: Y-axis. Sensitivity: 5 mV/div to 5 V/dlv (when using X5 magnifier: 1 mV/dlv to f V/dlv). Phase r“— 
uaiiuwiuiii. DC to 500 kHz, —3 dB. Dynamic range: 8 dlv or more. DC otfeet function: ± 1 to ± 100 V (direct). Voltage reading output: Provided 
external DMM. CHI output: Provided to enable frequency measurement using an external frequency counter. Output voltage: 20 mV/dlv or more. Frequency ba 
-3 dB. Output Impedance: Approx. 50 ohm. HORIZONTAL DEFLECTION—Trigger modes: AUTO, NORM, TV-V TV-H. ALT/MAG functions: Selectable slmultanr 
INT (CHI, CH2, V-MODE), LINE, EXT. Trigger coupling: AC. TV sync: TV sync separation circuit. Internal: 1 dlv or more (vertical sync signal). External: 1 Vp-p 
signal). Trigger sensitivity: Frequency: 20 Hz to 5 mHz. Internal: 0.5 dlv. External: 200 mV. Frequency: 5 to 40 mHz. Internal: 1.5 dlv. External: 800 mV. AUTO li 
ger slope: ± . External trigger Input: Input impedance: Approx. 1M, Approx. 30pF. Maximum ln| 
calibrated steps. Uncalibratsd continuous control between steps 1:less than 2.5 (provided with 
Sweep time magnifier: 10 times (±5%). Msxlmum sweep time: 20 ns/dlv. CALIBRATOR—Wave 
POWER REQUIREMENTS: AC 100/120/220/240 V ± 10%, connector selectable, 50/60 Hz Approx 


time: 0.2 us/dlv to 0.2s/div ±3%, 19 


Iz, —3 dB (at 8 


-5 mHz, 

leously. Trigger source: 
or more (vertfcal sync 
' J ' '"l: 25 Hz. Trig- 
>u u.twuiV ±3%, 19 

_ r .___._.... jncalibrated condition. 

squarewave (duty cycle: 48:52 or more). Voltage: 0.5 V ±3%. 

<W x H x D): 310 x 130 x 370mm. Approx. 6.5 kg. 


(at 8 div) (when using X5 amplifier). Rlaetlme: 17.5 ns (50 ns for X5 magnification). Trigger sensitivity: Frequency: 
Internal: 1.5 div. External: 800 mV. Maximum sweep time: 100 ns/dlv (20 ns/dlv and 50 ns/dlv are uncallbrated). 


. .. ...lernal: 1.5 

300 V (DC + AC 
inlng). UNCAL ' 
x. 1 kHz sc 


HITACHI MINI PORTABLE DUAL TRACE OSCILLOSCOPE 
MODEL V-209 REG. $995.00 OUR PRICE $790.00 


utlon CRT with Internal graticule. 

touch synchronization of both TV horizontal and vertical 


FEATURES 

• Employs Tl? sync separator circuit 

• Automatic focus circuit eliminates loss of focusing. 

• Trace rotation system for easily adjusting trace Inclination caused by terrestrial magnetism. 

• X-Y operation convenient for measurement of phase difference between two signals. 

• Three power supply type: AC, DC and battery. Effective for maintenance and servicing of electronic equip¬ 
ment outdoors. 

• Compact, lightweight 4.5 kg for true portability. 

• Probes Included. 

SPECIFICATIONS 

CRT: 3.5" square with 1.5kV acceleration potential. Vertical Deflection: Sensitivity: 5mV/dlv to 5V/dlv ± 

20 MHz (-3dB), DC to 5MHz (-3dB) at x 5 Magnifier extends Modes: CHI, CH2, ALT, CHOP, ADD (DIFF). 
x 10 Magnifier extends. X-Y Operation (CHI: X, CH2: Y): Phase Error 3 • from DC to 100 kHz. POWER-l 



0 Magnifier extends. X-Y Operation (CHI: X. 

0.8A. Battery operation approx. 2 hours continuous use 
10AF1.5 probes (10:1,1:1 swltchable), fuse, p-“- 


_ _00 kHz. POWER—Line Voltege: 100V (90 130V). 200V (180-260V), 50/ 

the AD-209. Dimension: (WHD) 215 x 110 x 350mm (8.5 x 4.3 x 13.8"). Weight: 4.5 kg (9.9 lbs. 
-cable, operation manual, AD-209 battery pack. 


Base: u.o us/oiv ± j-/o, Max Sweep Rate: 50 ns/dlv at 
200V (180-260V), 50/60/400 Hz. External DC: 1V JU 



HITACHI 

DC 20MHz DUAL TRACE 
DELAYED SWEEP 
OSCILLOSCOPE 
MODEL V-203F 
REG. $749.00 

OUR PRICE $635.00 

SPECIFICATIONS 

• CRT = 5.5" square with Inter¬ 
nal graticule • Vertical Deflec¬ 
tion = Sensitivity: 5mV/div 
±3%, Max. Sensitivity: ImV/dlv 
to 1 V/dlv ±5% at x 5 Magr 1 ' 1 -' 
extends, Bandwidth: DC to 
20MHzj-3dB), DC to 7MHz (-3dB) 

Modes: Cm-CH^DUAL^ADD 
(DIFF) • Horizontal Deflection = 

Sweep Time: 0.2us/div to 
0.2s/dlv ±3%, Delay Time: lus 
to 100ms, Max, Sweep Rate: 
lOOns/dlv at x 10 Magnifier extends, Display Mode: NORM, INTEN, Dl 

(CHI: X, CH2: Y) = Phase Error: 3" from DC to 50 kHz •- 

400(D)mm/11 x 7.5 x 15.8 in. • Weight = 8.5kg/18.8 lb. 


lie 7 

*.*1j 

I _KmI 



HITACHI DC 35MHz DUAL TRACE 
DELAYED SWEEP OSCILLOSCOPE 
MODEL V-353F 
REG. $949.95 

OUR PRICE $799.95 


SPECIFICATIONS 

• CRT » 5.5” square wi 
graticule • Vertical Deflection . 
Sensitivity: 5mV/dlv to 5V/dlv ± 
Max. Sensitivity: ImV/dlv ±5% 

5 Magnifier extends, Bandwidth, 
to 35MHz (-3dB), DC to 7MHz (-3dB) 
at x 5 Magnifier extends, Modes: 
CH1-CH2-DUAL-ADD (DIFF) • 


._. 0.2us/dlv to 0.2s/dlv ±3%, 

Delay Time: lus to 100 ms, Max. 
Sweep Rate: 20ns/div at x 10 
Magnifier extends, Display Modes: 
NORM, INTEN, DELAY • X-Y Opera¬ 
tion (CHI: X, CH2: Y) - Phase Error: 
3" from DC to 50kHz • Dimensions = 
Weight = 8.5kg/18.8 lb. 



V) x 190 (H) x 400 <D)mm/11 x 7.5 x 15 


HITACHI ACCESSORIES 


AD-099 

AD-209 

AD-509 

B-654 

B-354 

B-653 


Description 

Ni-Cad Rechargeable Battery for V-099/V-089 
Ni-Cad Rechargeable Battery for V-209 
Ni-Cad Rechargeable Battery for V-509 
Viewing Hood for V-353F, V-203F, V-134 (VH-3510) 
Viewing Hood for V-509 and V-209 (VH-5020) 

Viewing Hood for V-650F and V-1050F (VH-6010) 
Viewing Hood for V-089, V-099 (VH-8999) 

Triple V-099/V-89 Rack Mount 

Dust Cover w/Accessory Pocket (DC-2035) For V-203F 


10.00 

10.00 

10.00 

200.00 

35.00 


Description 

Dust Cover for V-222, V-422 (DC-4222, V-355) 

Dust Cover for V-212, V-211 (DC-2121) 

Accessory Pouch for V-650F and V-1050F (AP-5010) 
Accessory Pouch for V-509 and V-209 (AP-5020) 
Accessory Pouch for V-422, V-355, V-222, 

V-212, V-211 (A P-4222) 

Front Cover for V-650F and V-1050F (FC-5010) 

Front Cover for V-509 and V-209 (FC-5020) 

Front Cover for V-422, V-355, V-222, 

V-212, V-211 (FC-4222) 


40.00 

35.00 

40.00 

20.00 


V-650F and V-1050F 

= CHARGE IT-VISA*MASTER CARD*AMERICAN EXPRESS • Toll Free 800-645-9518 • NYS Toll Free 800-832-1446 
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OSCILLOSCOPES/CAMERA! 






















































































TEST INSTRUMENTS 





























ITEST INSTRUMENTS 


B&K PRECISION ioomhz frequen 

MODEL 1803 REG. $169.00 OUR PR.CE $1 44.50 





B&K PRECISION 1.2 GHz MULTIFUNCTION^ 

Hm 






































TEST INSTRUMENTS 
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TEST INSTRUMENTS! 
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TEST INSTRUMENTS 































TEST INSTRUMENTS! 


B&K PRECISION WIDEBAND SINGLE AND DUAL CHANNEL AC VOLTMETERS 

MODEL 295 -- 

REG. $250.00 OUR PRICE $21 2.50 

OUR PRICE $357.00 


FEATURES 297-B 

• Dual channel 

• 300uV to 100 V range 

• 5 Hz to 1 MHz frequency ra 

• 10 Mohm/45 pF input impec 

as outputs of trc 


MODEL 297-B 
REQ. $420.00 
FEATURES 295 

• Slna'echannel 

• IOOOuV to 300 V range 

• 5 Hz to 1 MHz frequency range 

• 10 Mohm/45 pF Input impedance 

APPLICATIONS 

Servicing and designing audio pro___ 

and deviations In response with RMS and dB calibrated meter.. .service 
transmission systems, VCR's, video disc players, audio disc players, and AM 

DESCRIPTION 

The B & K PRECISION Model 295 single channel and Model 297 dual channel wideband AC voltme 
accuracy to meet a wide range of design service and production applications. 

Both models feature solid state circuit design to provide stable operation while reducing warm-up 
Meter scales are graduated In RMS values for sinusoidal waves. The meter also has dB and dBm s 
Models 295 and 297 feature an amplifier output whereby microvolt signal levels are amplified to let _ _ _ 

SPECIFICATIONS FOR 295 

M oV* r Ra " fles ' F “!l Scale 1 mV—300V In 12 ranges: ImV, 3mV, lOmV, 30mV, lOOmV, 300mV, IV, 3V, 

—80- + 50dB (OdB = IV). dBm: -80- + 52dBm (OdBm = ImW, eOOohm). Error Within ±3% of full scale at 1kHz. Fret. 

— 1MHz, ± 5% at 10Hz — 500kHz and ± 2% at 20Hz — 100kHz as referenced to 1kHz response. Input ImpedanceMOM ± 5%, 

parallel capacitance. Power Requirement*-1 inn x/nitnnn* inn ion oon nr oatm a r. mo/, union u, dm!.« __*t_ 1 

(WHD) 5”x 7.5”x 9.4”. Weight: 6.38 lbs. 


* 


provide the sensitivity and 

and lowering power consumption 
is for measuring relative values. 


± 2% at 20Hz - 100kHz as_ ____ 

-- a: 100,120, 220, or 240V AC 10%, 50/60 Hz. Pi 

spiled: Hook up cablefs), spare fuses, Instruct 


Voitage , Ra TJ es Fu J' Scale 0.3mV—100V In 12 ranges: 0.3mV, ImV, 3mV, lOmV, 30mV, lOOmV, 0.3V, IV, 3V, 10V, 30V, and 100V. dB: 
-90- + 40dB (OdB = IV). dBm: -90- + 42dBm (OdBm = ImW, 600ohm). Error Within ±3% of full scale at 1kHz. Frequency response: ± 10% at 5Hz- 
1 nh?' . 5 k % ayOHz-S&kHz and ± 3% at 20Hz-200kHz as ± 2% at 30Hz-100kHz referenced to 1kHz response. Input lm|Mdance: lOMohm ± 5%, 
with less than 45pF parallel capacitance. Power Requirements: Line Voltaae: 100. 120. 220. or 240 VAC 10% 50/B0 Hz Poorer Con.„mniion- i ih.„ 


(WHD) 5"x 7.! 



B&K PRECISION wow and flutter meter 

MODEL 1035 __ 

REG. $655.00 OUR PRICE $556.75 

FEATURES 

• Measures wow and flutter to 0.003%. • Selectable NAB, JIS, CCIR and DIN 

• Crystal oscillators for 3kHz and 3.15kHz recording signal source 

• 0.5mV minimum Imput voltage. • 4-digit frequency counter. • AC 

• Power Requirements: AC 100/120/220/240V ± 10%, 50/60 Hz. Po 

• Dimensions: (WHD) 10.25"x 5.9"x 12.5". • ii RR ih« 

• Accessories supplied: Cc 
APPLICATIONS 

Measures wow and flutter on audio and video record/playback equipment.. .service, repair, Incoming 
Inspection, and adjustment of turntables, tapedecks, and other equipment.. .sensitivity to permit 
wow and flutter measurements from small output tape head or PHONO cartridge. 

DESCRIPTION 

The B&K PRECISION Wow and Flutter Meter Model 1035 measures wow and flutter on a wide varie¬ 
ty of audio and video record/playback equipment In accordance with NAB (U.S.A.), JIS (Japan), CCIR 
(France) and DIN (Germancy) standards. 

Combination of wow and flutter, weighted or unweighted, can be measured on the basis of DIN 
standards. Wow and flutter can also be measured separately. 


jmptlon: approx. 14 
nnecting cable (banana plug to alligator clips), Instruction manual. 



B&K PRECISION audio generator solid state rf signal generator 

MODEL 2050 REG. $218.00 OUR PRICE $185.00 


including production lines. 


APPLICATIONS 

• AM deceive/ ®f ln test t 8 ' ‘J| i8nal ,racin 9j * School and scientific labs. • 

FEATURES 

• 100 kHz to 30 mHz in 6 bands. • Zener regulated pc 

• 100% solid state. • Multi-colored, 4-1/2” v— 

SPECIFICATIONS 

Ranges: 6 ranges covering 100 kHz to 30 mHz. All on fundamentals. Dial At_____ 

"“Neh.pius continuously variable output control. Modulation: 400 Hz; 40%. 117/234 VAC, 50-60 H; 
10&125 VAC», 50/60 Hz, 210-250 VAC, Kn - An Q o -*»•— -uuim ■*«--« '' 


ated power su 


d, 50/60 Hz, 21__ 

it: 2.2 kg. (5 lbs.). Comes wi 


C, 50-60 Hl, 
i shielded le. 


3 and insulated clip/banana plug. 


(HWD) 15 x 19 x 24cm (6 



B&K PRECISION SOLID-STATE RF SIGNAL GENERATOR 
$405.00 OUR PRICE $344.00 


MODEL E-200D Rl 
DESCRIPTION 

The Model E-200D calibrated 
regulaf"- 


'h modulation wl 


% silicon transistor circuitry and z 


FEATURES 

• Accuracy of better than 0.1% possible wit 

• Wide range coverage, 100 kHz to 54 mHz i_______ , 

• 100 kHz to 54 mHz on fundamentals and 54 mHz to 216 mHz on harmonics. 

• Continuously variable attenuation from 1 to 106 dB. 200 uA D’Arsonval monitor meter. 

SPECIFICATIONS 

Range: 100 kHz to 54 mHz on 5 fundamental bands; 54 to 216 mHz on harmonics. Accuracy: ± 1.5% of highest frequency 
of range used. Output: Calibrated Into 50 ohm load, 100,000 uV max. Output Level Calibration Accuracy ±1 dB of nominal 

to 54 mHz. Attenuator System: 6 individually shielded step attenuators, capability —96 dB. »■—'— - 

Crystal Calibration System: 1 mHz and 100 kHz; 100 kHz output calibrated against 1 mHz cry 

±0.05%. Power Requirements: 105-130 VAC, 50-60 Hz; 6W. size: 1- - ~ 

lbs.). Comes with RF cable with alligator clip and Instruction man 


! x 20cm (12-3/4 x 7-1/. 


Hz crystal oscillator. Ai 


i“kg C (10 



FORDHAM RADIO » 260 MOTOR PARKWAY « HAUPPAUGE » NEW YORK 11788 I 




























ITEST INSTRUMENTS 


B&K PRECISION PORTABLE DIGITAL CAPACITANCE METER 



B&K PRECISION 5 MHz SOLID STATE 3” OSCILLOSCOPE 







































TEST INSTRUMENTS! 



FORDHAM RADIO • 260 MOTOR PARKWAY . HAUPPAUGE ♦ NEW YORK 11788 






























































TEST INSTRUMENTS! 




Baa®^E=;EEEE;HSfflB SHSS«ee!!=:::eSS 

FORDHAM RADIO • 260 MOTOR PARKWAY • HAUPPAUGE • NEW YORK 11788 = 































































TEST INSTRUMENTS 
































TEST INSTRUMENTS! 



LEADER 20-MHz DUAL TRACE OSCILLOSCOPE 
MODEL LBO-522 An nr 

REG. $795.00 OUR PRICE $549.90 

FEATURES 

•500 uV Sensitivity. •Variable Hold-off. «8 x 10 cm Display with Internal Graticule. ‘Alternate Triggering. 

DESCRIPTION 

The LBO-522 is an economical 20 MHz oscilloscope versatile enough for almost any lab or field work within its frequency range. The Input 
sensitivity of 0.5 millivolts allows observation of extremely low level signals easily on its 8 x 10 cm rectangular CRT equipped with an inter¬ 
nal graticule. Alternate triggering provides a stable display of two waveforms, unrelated In frequency, simultaneously. The unit features a 
full range of triggering controls Including HF reject to filter unwanted noise from the display and line triggering for the observation of line 
frequency related signal components. A CH-1 rear panel output is standard which permits using the LBO-522 as a sensitive, accurate pre¬ 
amplifier to drive other less sensitive instruments. The units “human engineered" front panel ensures easy, error-free operation. 

SPECIFICATIONS 

VERTICAL DEFLECTION-Bandwidth: (-3 dB, 8 cm): DC: DC to 20 MHz, AC: 10 Hz to 20 MHz. Rise Time: 17.5 ns. Deflection Coefficients: 5 mV/cm to 5 V/cm in 10 calibrated steps, 1-2-5 sequence, 
continuously variable between steps. 0.5 mV/cm by X10 magnifier to 5 MHz. Accuracy: ± 3% (0-40 *C), ± 5% with X10 mag. Input Impedance: 1 M ohm. 30 dF. Maximum Input: 600 V (DC plus AC 
peak). Display Modes: CH-1, CH-2, alternate, chop, add, subtract (CH-2 invert). Output: CH-1 output on rear panel of 0.1 V/cm deflection. EXTERNAL h6riZONTAL DEFLECTION (X-Y MODE)—In¬ 
put: Via CH-1 vertical amplifier. Bandwidth (-3 dB, 8cm): DC: DC to 1 MHz. AC: 10 Hz to 1 MHz. Rise Time: 350 ns. Phase Shift: Less than 3* at 100 kHz. All other external horizontal deflection 
specifications are identical to vertical deflection. INTERNAL HORIZONTAL DEFLECTION (SWEEP MODE)-Deflectlon Coefficients (Sweep Rate): 0.2 us/cm to 0.2 s/cm in 19 calibrated steps, 1-2-5 
sequence, continuously variable between steps. Magnifier Times 5 magnifier extends maximum sweep rate to 40 ns/cm. Accuracy: ± 3% (± 5% with magnifier). TRIGGERING—Sources: CH-1, 
CH-2, alternate, line, external. Modes: Auto. Normal. Coupling: AC, Hf rej, TV-V, TV-H. Slope: + or -. Sensitivity: Bandwidth: Norm 30 Hz-IOMHz 2Hz-20MHz. Auto 30Hz-10MHz30Hz-20MHz. Inter¬ 
nal: Norm 0.5 dlv. 15 dlv. Auto 0 5 div 15 div External: Nnrmh 7 Vn.n litVnji Anton 5 Vn.n oax/p-p. External Input: Maximum Input: 600 V (DC plus ACpeak). Hold-off: Variable sweep hold-off 

•ut Level: TTL compatible. Maximum Input: 50 V p-p. INTERNAL CALIBRATOR—Output Level. 0.5 
Internal, illuminated, B x 10 cm, rectangular. Accelerating Potential: 2 kV. Trace Alignment: Front 

- ---,_HYSICAL—Size (WHD): 11-3/8X 6-7/8 x 14-3/4". (290 x 160 x 375 mm.) Weight: 16.5 lbs. SUPPLIED 

-- Instruction Manual. Type LP-16AX switchable X1/X10 Probes. AVAILABLE ACCESSORIES-LP-2013 Probe Pouch. LC-2014 Protective Front Cover. LH-2015 Viewing Hood. 

LRA-508 Rack Mount Adaptor. 

LEADER 35 MHz OSCILLOSCOPE 
MODEL LBO-523 


SPECIAL* 


REG. $895.00 OUR PRICE $749.95 

FEATURES 

•7 kV Accelerating Potential. *Auto Focus. -500 uV Sensitivity. 

DESCRIPTION 

The LBO-523 is a 35 MHz Oscilloscope economically designed for applications requiring medium bandwidth and extensive triggering 
"* l ” —-*• — -‘olayed sweep and signal delay lines are Impractical. Trigger controls Include variable hold-off, 

-„»— ..—, .-rtical and horizontal TV coupling and line source triggering. The vertical Input sensitivity of 0.5 

Ibtract modes and a CH-1 output connector add to the units total capability. Complex waveforms can be viewed easily even 
»p rates without readjusting the front panel controls due to its bright PDA CRT with 7 kV accelerating potential and an auto 
The LBO-523 Is well suited for many design, production, repair and educational test requirements. 



facilities where costly featur 
alternate channel triggering, HF reject, vertical and 

mV. add and subtract modes and a CH-1 output con_ _ _ __ 

ip rates without readjusting the front panel controls due to Its brig 

SPECIFICATIONS 

VERTICAL DEFLECTION—Bandwidth: (-3 dB, 8 cm): DC: DC to 35 MHz. AC: 10 Hz to 35 MHz. Rise Time: 10.0 ns. Deflection Coefficients: 5 mV/cm to 5 V/cm in 10 calibrated steps. 1-2-5 sequence, 
continuously variable between steps. 0.5 mV/cm by X10 magnifier. Accuracy: ±3% 40-40 "C), ±5% with X10 magnifier. Input Impedance: 1 Mohm 30pF. Maximum Input: 600 V (DC plus AC 
peak). Display Modes: CH-1, CH-2, alternate, chop, add, subtract (CH-2 invert). Output: CH-1 output on rear panel of 0.1 mV/cm deflection. EXTERNAL HORIZONTAL DEFLECTION (X-Y MODE)—In¬ 
put: Via CH-1 vertical amplifier. Bandwidth: (—3 dB, 8 cm): DC: DC to 1 MHz. AC: 10 Hz to 1 MHz. Rise Time: 350 ns. Phase Shift: Less than 3” at 100 kHz. All other external horizontal deflection 
specifications are Identical to vertical deflection. INTERNAL HORIZONTAL DEFLECTION (SWEEP MODE)-Deflection Coefficient (Sweep Rate) 0.2 us/cm to 0.2 S/cm in 19 calibrated steps, 1-2-5 

-..-.- 1 -' --is. Magnifier Times 10 magnifier extends maximum sweep rate to 20 ns/cm. Accuracy: ± 3% (± 5% with magnifier). TRIGGERING—Sources: CH-1, 

rrmal. Coupling: AC, HF, REJ, TV-V, TV-H. Slope: + or -. Sensitivity: Bandwidth: Norm 30Hz-10MHz. 2Hz-20MHz. Auto 30Hz-10MHz. 30Hz-20MHz. In- 

. T-.- Norm 0- 2.Vp-p. 0.6 Vp-p. Auto 0.2 Vp-p. 0.6 Vp-p. External Input: Maximum Input: 600 V (DC plus AC peak). Hold-Off: Variable sweep hold- 

. is. Z-AXIS (INTENSITY) MODULATION-Input Level: TTL compatible. Maximum Input: 50 V p-p. INTERNAL CALIBRATOR—Output Level: 
al. CRT DISPLAY—Phosphor P31. Graticule: Internal, Illuminated, 8 x 10 cm, rectangular. Accelerating Potential: 7 kV/2kV. Trace Align- 

-TS—115/240 VAC ± 13%, 50 to 60 Hz, 55 W. PHYSICAL-SIze (WHD): 11-3/8 x 6-7/8 x 14-3/4". (290 x 160 x 375 mm.) Weight: 16.5 lbs 

.-..SORIES—LP-2013 Probe Pouch. LC-2014 Protective Front Cover. LH-201f- 


—,--— - - -,-_.—.. .. .nagnifle 

CH-2, alternate, line external. Modes: Auto. Normal. Coupling: AC, HF, REJ, TV-V, TV-H. Slope: + 
temal: Norm 0.5 dlv. 1.5 dlv. Auto 0.5 div. 1.5 div. External: Norm 0.2-Vp-p. 0.6 Vp-p. Auto 0.2 Vp-p. 0 
off control permits stable triggering on complex waveforms. Z-AXIS (INTENSITY *"— 

0.5 V p-p, ± 2%. Waveshape: square wave, 1 kHz, nominal. CRT DISPLAY—Ph____ _ 

ment: Front panel trace rotation control. POWER REQUIREMENTS-115/240 VAC ± 13%, 50 to 60 Hz, 55 W. PHYSICAL-!. , 
SUPPLIED ACCESSORIES—Instruction Manual. Type LP-16AX switchable X1/X10 Probes. AVAILABLE ACCESSORIES-LP-20 
Hood. LRA-508 Rack Mount Adaptor. 


LEADER 40 MHz DUAL TRACE TIME BASE OSCILLOSCOPE 
MODEL LBO-524 __ MODEL LBO-524L »t%nn nr 

REG. $995.00 OUR PRICE $799.95 REG. $1050.00 OUR PRICE $009.95 

FEATURES CPPPMf I 

•500uV Sensitivity. •Calibrated Delayed Time Base. •AlternateTriggering. *CH-1 Output.^* » WlPS *- • 

DESCRIPTION 

The LBO-524 is designed to meet a broad range of applications In design, testing and servicing of both analog and digital circuits and 
equipment. Its large 8 x 10 cm PDA CRT provides sharp bright displays even at highest sweep rates. Comprehensive triggering controls In¬ 
cluding holdoff, alternate triggering and delayed sweep triggered functions permit stable displays for even the most complex signals. With 
0.5 millivolt sensitivity, extremely low level signals can easily be observed. A channel 1 output is available on the rear panel to drive other 
less sensitive Instruments such as a frequency counter with an Input level as low as 500 microvolts. The dual time base permits accurate 
observation and time Interval measurements of complex waveforms. The Model LBO-524L is also equipped with signal delay lines to allow 
observation of pre-trigger Information. 

SPECIFICATIONS 

VERTICAL DEFLECTION—Bandwidth: (—3 dB, 8 cm) DC: DC to 35 MHz. AC: 10 Hz to 1 MHz. Rise Time: 10 ns. Signal Delay: 140 ns. Deflection Coefficients: 5 mV/cm to 5 V/cm In 10 calibrated 
steDS. 1-2-5 sequence, continuously variable between steps; 0.5 mV/cm by X10 magnifier to 5 MHz. Accuracy: ± 3% (0-40'C). ± 5% with X10 MAG on. Input Impedance: 1M ohm, 30 pF. Maximum 
inal Delay (LBO-524L only): 140 ns. Display Modes: CH-1, CH-2, alternate, chop, add, substrct (CH-2 invert). Output: CHM output on rear panel of 0.1 mV/cm deflec- 
SFLECTION (X-Y MODE)—Input: Via CH-1 vertical amplifier. Bandwidth ( 3dB, 10 dlv.): DC: DC to 1 MHz. AC: 10 Hz to 1 MHz. Rise Time: 350 ns. Phase Shift: less 
lal horizontal deflection specifications are Identical to vertical deflection. INTERNAL HORIZONTAL DEFLECTION—Display Modes: Main time base, main time 
ryed time base, delayed time base triggered. Main Time Base: 0.2 us/div to 0.2 S/div In 19 steps, 1-2-5 sequence, continuously variable between steps, 
in 11 steps, 1-2-5 sequence. Magnifier Times 20 magnifier extends maximum sweep rate to 20 ns/div. Accuracy: ±3% (± 5% with magnifier). MAIN 

- -■' - " ' » — -- - - - - -Sensitivity: Bandwidth: Norm 30Hz- 

.. - <lmum Level: 

. {Maximum In- 



than3*at100kHz. Al 


Delayed Time Base: 0.2 us/div to 0.5 ms/div in 11 steps, 1-2-5 sequence. Magnifier Times 20 magn 

TIME BASE TRIGGERING-Sources: Internal CH-1 and CH-2, Alternate, Line External. Modes: Al_ 

10MHz. 2Hz-35MHz. Auto 30Hz-10MHz. 30Hz-35MHz. Internal: Norm 0.5 div. 1.5 div. Auto0.5 dlv. 1.5 dlv. 
800 V (DC plus AC peak). Hold-Off: Variable sweep hold-off control permits stable triggering < 

-— Hgr ' ---first trigger 


begins immediately after delay time. Triggered: delayed time base begins on the first trigger after the delay time. Z-AXIS (INTENSITY) MODULATION—Inp 
put: 50 V p-p. INTERNAL CALIBRATOR—Output: 0.5 V p-p, ± 2%. Wave Shape: Square wave, 1 kHz nominal. CRT DISPLAY-Phosphor P31. Graticule: Int 


Input Level: TTL compatible. 


n). Accelerating Potentials: 7 kV and 2 kV (post deflection). Trace Alignment: 
IHD): 11-3/8 X 6-1/4 x 14-3/4” (290 x 160 x 375 mm). Weight: 16.5 lbs. SUPPLIEI 


trace rotation control. POWER REQUIREMENTS—117 VAC, ± 13%, 50 to 60 Hz, 50W. PHYS 


LEADER 50 MHz TWO CHANNEL dual time base oscilloscope 
FEATURES*" 80 525L REG - 51195 00 0UR PRICE $989.95 

• Alternate Triggering. • 600V (dc + ac Peak) Max. Input. • Dimensions: (WHD) 11-3/8"x 6-1/4"x 14-3/4". • Wei 

DESCRIPTION 

The LBO-525L is a simple-to-operate 50 MHz two channel oscilloscope that still offers all of the flexibility and advi 
critical applications. The LBO-525L has a true calibrated delayed time base with both run after A and trigger after, 
tlon. 500 uV maximum sensitivity and 20 ns maximum sweep speed allow analysis of low level and high frequency 
a maximum input rating of 600 V (dc plus ac peak). The LBO-525L has an Illuminated internal graticule for precise 
photography and 12 kv CRT accelerating potential for maximum trace intensity even when observing transients at 
SPECIFICATIONS 

VERTICAL DEFLECTION: Bandwidth: (-3 dB) dc: dc to 50 MHz. ac: 10 Hz to 50 MHz. Rise Time: 7 ns. Signal Delay: 20 ns appro) _ 

calibrated steps, 1-2-5 sequence, continuously variable between steps: 0.5 mV/cm by 10X magnifier to 5 MHz. Accuracy (0-40*C): ±3%, ±5 
DC. Input Impedance: 1 M ohm i 1.5%, 30pF ± 5 pF.Maximum Input: 600 V (dc plus ac peak). Display Modes CH-1, Ch-2, alternate, chop, 

Ch-2, alternate, chop, add, subtract (CH-2 invert). Output: CH-1 output on rear panel, 0.1 mV r-* f ' r " r “ - 1 — * 

MODE): Input: Via CH-1 vertical amplifier. Bandwidth (-3 dB): DC: DC to 1 MHz., ac: 10 Hz to 
tions are Identical to vertical deflection. INTERNAL HORIZONTAL DEFLECTION: Display M 
delayed time base triggered. Main Time Base: 0.5 us/cm to 0.2 s/cm in 19 steps, 1-2-5 sequt 



steps, 1-2-5 sequence"Magnlfler Times 10 magni.._._____ 

with X10 MAG on. Power Requirements: 100,120, 200, 220, 240 Vac ± 10%, 50/60 Hz, 55W. 

FORDHAM RADIO • 260 MOTOR PARKWAY • HAUPPAUGE 


___5 V/cm In 10 

.X10 MAG on. Input Coupling: AC, GND, 

add, subtract (CH-2 Invert). Display Modes: CH-1, 

__ _EXTERNAL HORIZONTAL DEFLECTION (X-Y 

s than 3% at 100 kHz. All other external horizontal deflection specifica- 
lain time base intensified by delated time base, delayed time base, 


—.luously variable between steps. Delayed Time Base: 0.2 us/cm 

Delay Time Jitter 1 part in 5,000. Delay Time Dial Accuracy: ±3%. 

NEW YORK 11788 
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OSCILLOSCOPES 


LEADER 4 MHz BANDWIDTH COMPACT 3” PORTABILITY 
MODEL LBO-310A _ _ 

REG. $305.00 OUR PRICE $239.95 

FEATURES 

• DC to 4 MHz vertical bandwidth. • 20 mV sensitivity. Z axis modulation. • AC/DC counled ven 

• Monitors waveforms to 450 mHz on ■"—‘-“■-‘ -- *" “- 

• Bright, easy-to-read display. • Use In 
DESCRIPTION 
The LBO-310A is 


S PE 


ClAL'- 


sp range, 4 steps, continuously adjustable. 




mpact, c 
with a n 

opens up many applications v 

SPECIFICATIONS 

VERTICAL DEFLECTION Bandwidth (-3 dB, 4 div) DC: DC to 4 MHZ., AC: 2 Hz to h ivin*. __ 

Input Impedance: IMohm, 40 pF. Direct CRT Drive: 10V p-p sensitivity up to 100 MHz. EXTERNAL H< 

DC to 250 kHz. Input Sensitivity: 300 mV/div. INTERNAL HORIZONTAL DEFLECTION (Sweep Mode) I__ ___ 

four ranges. Z-AXIS (INTENSITY) MODULATION Sensitivity: 20V p-p. CRT DISPLAY Area: 8 x 10 dlv, 1 div =6 mm. Accelerating Potential: 1200V. PI 
_ —*■— REQUIREMENTS: 100 120> 200, 220, 240 VAC ± 10%, 50/60 Hz, approx. 12 VA. Dimensions: (WHD) 5”x 7-1/2”x 12 T ’. Weight: 8.f 


economically prohibitive. 


Iz. Input Sensitivity Control: x100, xIO, xl 
... EXTERNAL HORIZONTAL DEFLECTION 
iN (Sweep Mode) Sweep Type: Recurrent. Sw 



LEADER 15-MHz SINGLE AND DUAL TRACE 
HIGH-SENSITIVITY OSCILLOSCOPES 
MODEL LBO-513A _ _ 

REG. $470.00 OUR PRICE $399.95 
MODEL LBO-514A __ 

REG. $595.00 OUR PRICE $469.95 
FEATURES 

• 1 m/V Sensitivity. • 5" CRT. • 0.1 us Sweep Speed. • X-Y Mode. 

DESCRIPTION 

e LBO-514A are compact 5-ir 

-*'-;ost. Equipped wii 

tivity with X5 maj 


TRACE 

specif l 



oscilloscopes that offer maxir.._...,_,..| 

vertical and horizontal magnifiers, they hav 

tion and a maximum sweep speed of 0.1 usrcrn iu.z srcm io u.o usee in io - 

calibrated steps plus X5 magnification). Rise time of both oscilloscopes is 23 
ns with normal and automatic, + or - triggering. The LBO-514 provides both 
chop and alternate dual trace displays. The model LBO-514AP is available with 
a higher intensity CRT and Internal graticule. 

SPECIFICATIONS 

VERTICAL DEFLECTION—Bandwidth (-3 dB, 6 cm): DC: DC to 15 MHz. AC: 2 Hz to 15 

quence, continuously variable sensitivity increased to 1 mV/cm by X5 vertical magnifier-_,-,.___ 

(SWEEP MODE)—0.5 us/cm to 200 ms/cm in 18 calibrated steps, 1-2-5 sequence, continuously variable between steps. Magnifier Times 
ns/cm Accuracy: ±5% ( + 5% with magnifier). TRIGGERING—Internal CH-1. Internal CH-2 (LBO-514 only). External. Maxlmur ““ 
CH-1, CH-2, alternate, chop. EXTERNAL HORIZONTAL DEFLECTION (X-Y MODE) LBO-513-lnput: Via external trigger conne 
(■3dB, f 10 cm): DC-250 kHz. Rise TTm« 1.4 usJEXTERNAL^HORIZONTAL DEFLECTION (X-Y MODE) LBO-SI^-InpuhJ/ia^CH-l^ 


n, 35 pF. INTERNAL HORIZONTAL DE 


Deflection Coefficients: 200 mV/cm to 5 V/i 


si. Modes: At 


1): DC-800 ki¬ 


ns: 440 ns. 1 


se Shift: Le 


_ ._,_ _ it 100 kHz. TRIGGERING—Source 

io (greater than 50 Hz). Normal. Coupling: AC, HF-Reject (TV-V). Slope: + or - .Sensitivity: Internal: 1 cm. External: 200 
I: 100 V (DC plus AC peak). Z-AXIS (INTENSITY) MODULATION—Input Level: TTL compatible. Maximum Input: 50 V p-p. 

_ipe: Square wave, 1 kHz. CRT DISPLAY-Phosphon P31. Graticule: External (internal on LBO-514AP), 8 x 10 cm with rise 

kv on LBO-514AP). Trace Alignment: Front panel trace rotation control. POWER REQUIREMENTS-115/230 VAC ± 13%, 50 to 60 Hz, 3( 
(290 X 160 x 375 mm.) Weight: 17 lbs., 7.7 kg. ENVIRONMENTAL-Temperature (Operating): 0 to 40 *C. Vibration: 2 mm p-p dlsplacemem 
CESSORIES— Instruction Manual, Type LP-16AX switchable X1/X10 Probes, (two with LBO-514A, one with LBO-513A). AVAILABLE 
five Front Cover. LRA-508 Rack Mount Adaptor. 


INTERN, 


ixternal Input: Impedance: 100 K ohm, 
L CALIBRATOR—Output Level: 0.5 V 
bratlon Accelerating Potential: 1.8 kV 
fSICAl—Size (WHD): 11-3/8 x 6-7/8 x 1 
“ - SUPPLIED AC- 


ACCESSOrFeS—LP- 26d4A*R'obe'Pouch.' LC-2001A Protec- 


LEADER ioo mhz 3-channel oscilloscope 
MODEL LBO-516 REG. $1395.00 OUR PRICE $1299.95 

DESCRIPTION 

This new Dual Time Base Oscilloscope offering from LEADER features full three channel capability, alternate triggering for simL- 

display of two asynchronous signals, alternate time base and ejght trace capability. The LBO-516 also features_variable trigger holdoff, line 


an additional instrument, such as a I 



triggering for observation of line related signal components and auto, normal and single sweep modes. The vertical input section of this scope 
offers 500 uV sensitivity, and add, subtract and X-Y modes. The dome mesh PDA CRT with 20 kV/2 kV accerlating potential provides a bright, 

crisp trace, even at high sweep rates. And, a CH-1 output is provided on the front panel so “-■—*-* - -*- 

counter, may be easily connected. 

SPECIFICATIONS 

CRT Accelerating Voltage: 20 kV/2 kV (PDA), Display 8 x 10 Div (1 Div = 1 cm). VERTICAL I----. 

mV/Div • 5 V/Oiv 500 uV/DIv (MAG x 10 ON), Bandwidth: DC -100 MHz, -3 dB, Rise Time: 3.5 nS. CH-3 INPUT TERMINAL (A EXT TRIG IN) Deflec¬ 
tion Sensitivity: 0.2 V/Div, 2 V/Div, Bandwidth: DC -100 MHz, -3dB, Input Coupling: DC, AC, Modes: CH-1; CH;2 ADD (CH-1 ± CH-2); DUAL (ALT, CHOP) CH-1, CH-2; Triple (ALT, CHOP) CH-1, CH-2, 
CH-3; Quad (ALT, CHOP) CH-1, CH-2, CH-3, (CH-1 ± CH-2). CH-1 OUTPUT TERMINAL: Output voltage is 25 mV p-p/Div. HORIZONTAL DEFLECTION Sweep Modes: Triggered Sweep, Automatic 
Triggered Sweep, Single Sweep, Continuously Delayed Sweep, Triggered Delayed Sweep, Single Delayed Sweep, Alternate Sweep, A intensified by B, A Sweep Time: 20 nS/DIv -0.5S/Div, B Sweep 
Time: 20 nS/Div ■ 50 mS/DIv, Hold—Off Time: To greater than one sweep. Delayed Sweep Jitter 1/20000, Sweep Magnification: 10 times, Max. Sweep Time: 2 nS/DIv (MAG x 10 ON), Trigger Source: 

A Sweep: CH-1, ALT, CH-2, LINE, EXT0.2 V/DIV, EXT 2V/DIV. B Sweep: A sweep source is used. Trigger Coupling: A Sweep: AC, HF-REJ, DC, TV-V, TV-H. B Sweep: A sweep coupling is used. Trigger 
Sensitivity: DC-10 MHz INt-0.4 Div, EXT 0.1 V. 10 MHz-100 MHz INT-1.5 Dlv, EXT-0.4 V. Power Requirements: 100,120,200,220,240, VAC, 50/60 Hz. 65 W. Dimensions: (WHD) 12"x 5-3/4”x 15-3/4". 
Weight: 19-3/4 lbs. Accessories Supplied: instruction manual, 2-100 MHz X10/X1 probes, LP-100X., 2-BNC to post adaptors., 1-extra fuse. 

LEADER ioo mhz quad channel alternate time base oscilloscope 
MODEL LBO-518 OUR PRICE $1799.95 SPECIAL! 

DESCRIPTION 

The versatile LBO-518 is a 100 MHz quad channel, alternate time base osci 
simultaneous display of main and delayed time bases, and alternate chani 
simultaneously. Separate, independent comprehensive triggering facilities 
LF reject, video sync separator, alternate channel triggering and triger' 
line triggering for observation of line related signal components and at 
Separate vertical positioning and input connectors for 4 channel opera 
sweep intensity and trace separation controls. 

A dome mesh PDA CRT with 20 kV accelerating potential allows critics 

and similar events which are often difficult to observe due to limited tr,___ 

The vertical input section of the scope features 0.5mV sensitivity, 20 MHz bandwidth limiter 

While offering these additional capabilities, small size has been retained allowing the LBO-Sio <u u» muieu unuei me sum m m me 
overhead compartment on most commercial jet liners. 

SPECIFICATIONS 

VERTICAL DEFLECTION—Bandwidth: (-3 dB, 8 div.) DC: 0 Hz to 100 MHz. AC: 10 Hz to 100 MHz. Rise Time: 3.5 ns. Deflection Coeffi¬ 
cients: (CH-1, CH-2). 5 mV/cm to 5 V/cm in 10 steps, 1-2-5 sequence, continuously variable between steps, uncalibrated warning lights. 

X10 multiplier provides 0.5 mV/cm sensitivity up to 5 MHz. (CH-3, CH-4). 0.2 V/Div, 2 V/Div. Accuracy: ±3% (0.40’C), ±5% with X10 
mag. Input Impedance: 1 M ohm, ±2%, 28 pF ±3 pF. Maximum Input: 600 V (DC plus AC peak). Signal Delay: 20 nS, leading edge 
can be observed. Display Modes: CH-1, CH-2, alternate, chop, add, subtract (CH-2 Invert), triple, quad. BW Limiter 20 MHz bandwld”- 
put: CH-1 output on rear panel of 50 mV/cm deflection into 50 ohm. INTERNAL HORIZONTAL DEFLECTION (SWEEP MODE)-C 
delayed time base, alternate main and delayed time base, delayed time base. Main Time Base: 0.02 uS/cm to 0.5 S/cm In 23 ste 
arning light. Delayed Time Base: 0.02 uS/cm to 0.5 S/cm In 23 steps, 1-2-5 sequence. Magnifier Times 10 magnifier 

magnifier). Power Requirements: 100, 120, 200, 220, 240 " — "-‘--- 

0 probes, 2-BNC to post adaptors. 


_se oscilloscope featuring front panel 4 channel operation, 
te channel triggering for viewing non-frequency related signals 

.bs for both the main and delayed time base include HF reject, 

in addition to variable trigger hold-off, 


al observation of fa 


le signals with low repetition ra 


*■ i t •# n s 

' . •* * * 


ts vertical response to 20 MHz (-3 dB). Out- 


(±5% with magnifier). Power Requirements: 100, 120, 200, 220, 240 VAC ± 10%, 50/60 Hz, 65 W. Dimensions: (WHD) 12"x 5-3/4"x 15-3/4”. Weight: 2 
manual, 2-LP-1<X)X 100 MHz X1/X10 probes, 2-BNC to post adaptors. 

^CHARGE IT—VISA*MASTER CARD*AMERICAN EXPRESS • Toll Free 800-645-9518 • NYS Toll Free 800-832-1446 
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TEST INSTRUMENTS 


LEADER DISTORTION METER FOR AUDIO CIRCUITS 

MODEL LDM-170 

REG. $690.00 

OUR PRICE $620.00 


* Signal to nc 


to 100 uV. 
DESCRIPTION 

The LDM-170 is a compact, 


signal levels in audio equip¬ 
ment and systems. 

Total distortion 



th signs 


to 200 kh 


±5% fu 


id 100% fu 


SPECIFICATIONS 

DISTORTION MEASUREMENTS-Ranges: 0.3, 1, 

Within 0.05 times full scale. Frequency Ranae: 20 Hz to 20 kHz in three ranges 
Range: 0.35 to 30 Vrms. Input Impedance: 100K ohm, 50 pF. Fundamental Free 
slon: Over 70 dB. Residual Distortion: 0.03% max. SIGNAL TO NOISE RATIO 
MEASUREMENTS-Range: 0 to 70 dB below ref. level. Input Level: 0.35 to 30 V rms. LEVEL 
u « e .. BeueU T. .Range: 1 mV to 300 V rms full scale in 12 ranges, minimum reading 
5% of full scale. PHYSICAL-SIze (WHD): 11-3/4 x 5-7/8 x 9-7/8" 

). Weight: 13 lbs. (6 kg.). 


MEASUREMENTS-Range: 1 


ut Level 


LEADER wow & flutter meter 

MODEL LFM-3610 
REG. $655.00 

OUR PRICE $590.00 




designed primarily for 
the service, testing and 
repair of turntables and 
record/playback equip¬ 
ment. Selectable flutter 


capstan, m 
quickly and 



CCIR and DIN stan- 


troubleshootlna and 


testing time normally associated with the repair of turntables and record/playback equip¬ 
ment. The unit's reference frequency oscillator Is crystal controlled for precise, repeatable 
test results. The LFM-3610 will measure drift, snd wow and flutter either separately or com¬ 
bined. 

SPECIFICATIONS 

INPUT REQUIREMENTS—Frequency: 3 kHz ± 10%, JIS, CCIR; 3.15 kHz ± 10%, DIN. Level: 
50mV-5 V rms. Mstsr Indication: Wow/Flutter and Drift swltchable. DRIFT 

--- - - i. WOW AND FLUTTER 

" ' .. 'i. Accuracy: 


MEASUREMENTS-Range: 0.003 to 3% In 5 ranges. (0.03, 0.1, 0.3,1, 3% full I 
• full scale. PHYSICAL-SIze (HWD): 98 x 200 x 300mm. Weight: 2.5 kg. 


LEADER audio dummy load 

model LD-21 
REG. $79.95 

OUR PRICE $69.95 


_ ..._ r _j| (4-ohms). _ 

(16-ohms) for 100-watt dlsapatlon. 
SPECIFICATIONS 

• Channels: Two. 

• Impedance: 8 ohm. 

• Power: 50 watts per channel. 

• Connectors: Combination binding post, banana lacl 

• Size (W x H x D): 4-3/8 x 2 x 6-1/2 In. 110 x 50 z 165mr 

• Weight: 1 lb., 0.45kg. 



LEADER wow & flutter meter 

0.005% to 3% MEASUREMENTS 
MODEL LFM-39A 
REG. $899.95 

OUR PRICE $799.95 

FEATURES 


or optional, 
v and P f*utt.r 


• Controls on face panel 

• Measures center fre¬ 
quency at 3.0 or 3.15 

• Provides 3 weighted 
modes - JIS, CCIR & 


SPECIFICATIONS 
Input Frequency: JIS, 
CCIR, 3 kHz ± 10%, DIN 
3.15 kHz ±10%. Input 
Voltage Range: 15 mV to 
10 Vrms. Input Im¬ 
pedance: Over 300K ohm, 



unbalanced. Drift 

Measur 




Range: 0.53%, 0.1%, 0.3%, 1% and 3% rms. Full scale 5 ranges Accuracy: 
x w. u , /ull scale. Mode: W & F (flat): JIS 0.5-200 Hz (-3 dB; ± 1 dB). CCIR 0.3-200 Hz 
(—3 dB ± 1 dB). DIN 0.3-300 Hz (—3 dB ± 1 dB) weighted in accordance with JIS and CCIR & 
DIN specifications. Scope Output: Output voltage—Output level, 1 Vrms +10% full 
scale—for JIS standards; 0.7 Vrms ± 5% full scale for CCIR & DIN standards. Output Im¬ 
pedance: 2K ohm ±20%. Reference Oscillator Frequency: 3 kHz, within ±0.1% (JIS & CCIR) 
3.15 kHz, within ±0.1 % (DIN). Output Voltage: 0.3 Vrms ± 10%. Output Impedance: Less 
than 3K ohm. Distortion: Less than 2%. Recorder Output: Output Voltage: IV ± 10% at meter 
full scale. Output Impedance: 2K ohm ±20%. Power Supply: 115/230V; 50/60 Hz; 15 VA, ap¬ 
prox. Size: 6"H x 9-3/4”W x 9-3/4”D. Weight: 2-1/2 lbs. approx. 


LEADER 2 MHz SWEEP/FUNCTION GENERATOR 
MODEL LFG-1300S a . j r 

REG. $495.00 OUR PRICE $44b.UU 

DESCRIPTION 

The LFG-1300S is a general pur¬ 
pose signal source with a broad 
range of research, design and ser¬ 
vice applications. Outputs include 
sine, square, triangle, ramp and 
pulse^signals. Pulse symmetry is 

changing the symmetry does not 
appreciably affect the output fre¬ 
quency. Linear and logarithmic 
sweep frequency outputs are 

1,000:1. Output levef is controlled 
by a calibrated 70 dB attenuator 
(10 dB/step) with continuous ad¬ 
justment between steps. The out¬ 
put may be frequency or 
amplitude modulated by an exter¬ 
nal signal. A level control also 
provides suppressed carrier out¬ 
puts. The LFG-1300S Is housed In 
a sturdy metal housing with a 
‘human engineered' front pan 
convenient, simple operation. 



kHz-2 mHz 


: Ranges (0.02 Hz—2 mHz In 8 ranges, uncallbrated to 0.002 Hz): 0.02 Hz-0.2 Hz; 

:; 2 Hz-20 Hz; 20 Hz-200 Hz; 200 Hz-2 kHz; 2 kHz-20 kHz; 20 kHz-200 kHz; 200 
. Accuracy: 0.02 Hz to 200 kHz: ±3% of reading, ±3% full scale 200 kHz to 2 
> of reading. ±3% full scale. 

: Sine Wave Voltage: 20 V p-p (7 Vrms) open circuit. Distortion: 0.02 Hz-100 kHz 
.»»» ...o,, .%, 100 kHz-2 mHz less than 3%. Flatness: 0.02 Hz-2 mHz within ±0.3 dB. 
Triangle Voltage: 20 V p-p open circuit. Symmetry: 1% (0.02 Hz to 100 kHz). Sawtooth 
Voltage: 20 V p-p open circuit. Symmetry: 15:85 or 85:15 fixed. Square Wave Output 
Voltage: 20 V p-p open circuit. Symmetry: 1% (0.02 Hz to 100 kHz). Rise Time: Less than 
100ns. TTL Output: Fan Out: 20 TTL. DC Level: Controlled by DC offset: ± 10 V. Pulse 
Voltage: 20 V p-p open circuit. Symmetry: 1:1-40:1 continuously variable. Polarity: + and —. 
' Sweep Capabilities: Type: Linear or logarithmic. Rate (duration): 0.5 Hz to 50 Hz (2s to 20 
ms). Width: 1,000:1 max, continuously variable. Ramp Output (for oscilloscope H-Input): 0 to 
+ 10V. AM Capabilities: Modulation Level: 0 to 100% continuously variable. Carrier Level: 
Adjusted by front panel control. 

Output Level Control: Attenuator: 10, 20, 40 dB (0-70 dB, 10 dB steps). Impedance: 50 ohm. 
Max Level: 20 V p-p adjustable. 

Rear Panel Inputs: VCO: Input for external frequency control signal. Mod: Input for AM 
signal. GCV: Output for oscilloscope H-axis. TTL: Fixed level TTL output, fan out =20. 


1CALL US/WE ACCEPT PHONE ORDERS • TOLL FREE 800-645-9518 • NYS TOLL FREE 800-832-1446 
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TEST INSTRUMENTS! 
































LEADER SINGLE AND DUAL 
CHANNEL AC MILLIVOLTMETERS 
MODEL LMV-181A 
REG. $260.00 
OUR PRICE $221.00 
MODEL LMV-182A 
REG. $309.00 

OUR PRICE $262.25 

MODEL LMV-185A 
REG. $420.00 

OUR PRICE $357.00 

FEATURES 

• 5 Hz to 1 mHz. 

• Amplified output signal terminals. 

« Calibrated In Millivolts and dB. 

• 30 uV or 100 uV sensitivity. 

DESCRIPTION 

The LMV-181A and LMV-185A are general purpose average responding AC voltmeters 
LMV-182A Is an average responding AC voltmeter with Increased sensltlvlt • — 

Bandwidth Is 5 Hz to 1 mHz permitting use In a broad range of appllcatlor 

meter scales are conveniently calibrated In both millivolts and dB (0 dB = . __ 

permit using these Instruments as sensitive, accurate pre-ampllflers. The LMV-185A Is 
ment meter and concentric range switches for each channel. This n«rmit« convenient r 
and direct Indications of galn/attenuatlon. The LMV-181A, LMV-182 
SPECIFICATIONS 

METER—Sensitivity (LMV-181 A/LMV-185A): IOOuV. (LMV-182A): 30uV. Voltage Range (full scale) (LMV-181A/LMV- 
ranges —60 to + 50 dB. (LMV-182A): 300 uV to 100 V In 12 ranges -70 to + 40 dB. Accuracy: ± 2% of full scr'- 

»—-« '■ s U. .o 1 * mo/- in Hz to 500 kHz, ± 5%; 20 Hz to 200 kHz, ± 2%. Input......--. 

- "" .—AMPLIFIER—Output: 1 V (no load) corresponds to a full scale In- 

Hz, -3 dB. Output Impedance: 600 ohm, ±20%. Distortion (1 

_jre: 0-40 "C, Operetlng Humidity: 85%. POWER REQUIREMENTS: 

x 5-1/4 x 9-7/8" (150 x 132 x 250mm). Accessories supplied: (LMV-181A & 


nerers wnn a measuremenx range or iuu uv to ouu v. me 
during an effective measurement range of 30 uV to 100 V. 
sludlng audio, IF and ultrasonic circuits and systems. The 
ind 0 dB =0.775 V). Output terminals on all three models 


h range. Frequency Response (1 kHz ret.): 10 Hz to 5001 
1% full scale. ENVIRONMENTAL—Operating Tempera! 
led for 115 VAC operation. Dimensions: (HWD) 5-7/8 x 5-’ 


st cable (banana plugs to 


LEADER FM MULTIPLEX STEREO GENERATOR 
MODEL LSG-231 REG. $420.00 OUR PRICE $378.00 

FEATURES 

• RF, Composite and Audio outputs. 

• Checks separation, balance and alignment In the field or on the bench. 

• 19 kHz pilot signal, ± 2 Hz accuracy. • 1 kHz audio signal, ±1% accuracy. 

• Composite st<*“~ 


to output; 67 kHz, S.C.A. switch selectable. 


• External modulation capability. • Selectable pre-emphasis. 

• Modulation level, phase and scope phase adjustment. S.C.A. Input lack. 

SPECIFICATIONS 

RF SIGNAL: Frequency: 100 mHz± 1 mHz (varalble). Output: lOmV, ImV, O.lmV (3 steps). In 
tlon: 75 ohm (balun: 75 ohm to 300 ohm provided). Pilot Signal: 7.5 kHz (10% modulation). Composite Slgnel: 0 to - 
kHz (100% modulation). COMPOSITE SIGNAL: Pilot Signal Frequency: 19 kHz ±2 Hz accuracy. Output Voltage: 0.8 
Vrms. Output Impedance: 150 ohm unbalanced. AUDIO SIGNAL: Frequency: 1 kHz ±1% accuracy. Output Voltage: 1 
Vrms. Output Impedance: IK ohm. Distortion: Less than 0.5%. Signal Separation: 50 dB. EXT. MODULATION: Fre¬ 
quency: 50 Hz to 15 kHz pre-emphasis, 50usec., or 75usec.,(swltch selectable). Input Impedance: 100K ohm (pre¬ 
emphasis at off). Input Level: 1 Vrms (pre-emphasis at off). Separation: 100 Hz to 3 kHz, 45 dB, 50 Hz to 15 kHz, 35 
Power Requirements: 100,120, 200, 220, 240 Vac ± 10%, 50/80 Hz, 10 VA. Dimensions: (WHO) 8”x 3-1/8”x 10”. Wait 
5 lbs. Accessories supplied: Insturctlon manual, Type LBN-06 Dummy antenna with BNC connector, 2-test cables, 
miniature plug to alligator clips, 2-mlnlature plugs. 


ITEST INSTRUMENTS 


LEADER 101 dB AUDIO ATTENUATOR 
MODEL LAT-45 
REG. $225.00 

OUR PRICE $202.50 

FEATURES 

• Controls' power levels and voitages for audio equipment testin 

• Suitable for Industrial, laboratory, education and service use. 

SPECIFICATIONS 

Attenuation Range: 0 “ -*— *- 

to 50 kHz (101 dB). Ini 


er levels and gain-loss characteristics. 


j# 0 c i 


LEADER AM/FM RF SIGNAL GENERATORS 
MODEL LSG-215A OUR PRICE $2795.00 
MODEL LSG-216 OUR PRICE $2245.00 

DESCRIPTION 

This new series of programmable signal generators feature convenient keyboard control of frequency and i 
Semi-automatic operation is available by pre-programmlng up to 100 different test conditions. 2 k bytes of 
frequency, output level and modulation (0 to 100% AM, 0 to 100 kHz FM) data for each test condition. The 

- - .. .... , ... -n 9 p| aya f or frequency (5-1/2 digits), output level (2 digits LSG-215/216), and memory a 

jp synthesizer ensures extremely stable frequency outputs (5 x 10'*). Single digits of the output 
J ..a -a—-a ,.i.. th. ai.» =ua v 8 y without disturbing other operating parameters of the 


_16), and me 

itputs(5xlO" 1 ). Singledli 

> outnut level star. __ 

_ally at 1 l„ _ 

battery backup In case of AC line 


quency can be selected and changed using the digit select 
generator. The output level can be controlled up or down In 
control. 1 dBuV changes are accomplished using a vernier 
and 400 Hz as well as external. The generator's RAM memc 
Interrupt. A ROM unit (215-uOI) is available as an optional a 
SPECIFICATIONS 

LSG-215A AM/FM SYNTHESIZED SIGNAL GENERATOR: O ’ 

99 dBuV (1 dB steps). 

LSG-218 AM/FM SYNTHESIZED SIGNAL GENERATOR WITH FM STEREO: FM stereo signal generation with L, R, MAIN i 
kHz steps). -9 to 99 dBuV (1 dB steps). 

GENERAL SPECIFICATIONS FOR BOTH MOOELS: Power Requirements: 100,120, 200, 220, 240 Vac ±10%, 50/60 Hz ap| 
lbs. (LSQ-215A). 13.8 lbs. (LSQ-216). Accessories supplied: BNC (50 ohms) cable (one). 

==CHARGE IT-VISA*MASTER CARD*AMERICAN EXPRESS • Toll Fl 


Ing the output level step up/down^ 

_, . _battery bi_._ 

for identical programming for multiple 

30 mHz (100 Hz steps). 75 to 115 



at * S 


id SUB functions. 0.1 to 30 mHz (100 Hz steps). 75 to 
ox. 28 VA. Dimensions: (WHD) 15-3/4”x 3-7/8"x 11-3/4” 

»e 800-645-9518 • NYS Toll Free 


. Weight: 14.8 

800-832-1446 
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TEST INSTRUMENTS! 


LEADER LABORATORY FREQUENCY COUNTERS 
MODEL LDC-822 

REG. $320.00 OUR PRICE $299.95 


model LDC-824S 
REG. $550.00 

OUR PRICE $499.95 


st expensive bench-type counter frc 


MODEL LDC-823S 

REG. $450.00 OUR PRICE $399.95 

LDC-822 80 MHz Counter 

The seven digit, 80 MHz LDC-822 Is the simplest and 
5 ppm, offering high performance at a cost effective pn»o. 

SPECIFICATIONS LDC-822 

FREQUENCY MEASUREMENTS Range: IOHz-80 MHz. Gate Time: 0.1,1, 10s. 
time base accuracy. PERIOD MEASUREMENT Range (XI): 100 ms to 1 us. Mi 
10,1,0.1 us. Accuracy: ± 1 count, ± time base accuracy, ± trigger error + 
tenuaton Times 1,10, and 100. Coupling: ac. Impedance: 1 Mohm nominal. M 
kHz; 20 V rms., 100 kHz to 80 MHz; 5 V rms. TIME BASE Frequency: 10 MHz. 

GENERAL Display: 7 digits, 0.5” fluorescent. Operating Temperature: 0-40‘C (32-104*1 
240 Vac ± 10%, 50/60 Hz, 10 VA. Dimensions: (WHD) 8 T 'x 3”x 10". Weight: 5 lbs. Acce 
LDC-823S 250 MHz Counter 

The LDC-823S has a standard time base accuracy of 1 ppm from 10 Hz to 250 MHz. It Is 
which gives 0.03 ppm stability. 

SPECIFICATIONS 

FREQUENCY MEASUREMENTS Range: 10 Hz-250 MHz In two ranges. Gate Time: 0 1 1 
250 MHz-100 Hz, 10Hz, 1Hz. Accuracy: ±1 count, ±tlme base accuracy. 

tlon Factors: Times 10, 100 and 1,000. Resolution: 10,1, 01 us. Accuracy. _ ... 

factor. INPUT SECTION: Sensitivity: 20 mV (50 mV above 100 MHz) Attenuator Times 
30 ohm awltchable. 


Ion: 10 Hz, 1 Hz, 0.1 Hz. Accuracy: ± i 
lion Factors: Times 10, 100, and 1,000 
ctor. INPUT SECTION: Sensitivity: 20 
I Input: 10 to 400 Hz; 100 V rms., 400 ht lu ,w 
liability (0-40*C): 5 ppm. Aging Rate: 5 ppm/yr. 
F). POWER REQUIREMENTS: 100,120, 200, 22 
-.-‘ted: One pair of test leads. 


__100ms to 1 us. 

accuracy, ± trigger eri 


Accuracy: ±11___ _ 

(Hz) Attenuator Times 1 and 10. Coupling: ac._ 

.. -_______, ... ,00 Hz to 100 kHz: 20 V rms., 100 kHz to 250 MHz; 5 V- 

Frequency: 10 MHz. Temp. Stability (0-40"C): 1 ppm (0.03 ppm optional*). Aging Rate: Ippm/yr. (0.02 ppm/day optional*). Output: 1 Vp- 
p, 10 MHz. External Input: 1 to 10 Vp-p. Display: 8 digits, 0.5" flourescent. Operating Temperature: 0-40*C (32-104 *F). POWER RE¬ 
QUIREMENTS: 100, 120, 200, 220, 240 Vac ± 10%, 50/60 Hz, 10 VA. Dimensions: (WHD) 8 ,r x 3"x 10”. Weight: 6 lbs. 


LDC-824S 520 MHz Counter 

The LDC-824S has a standard time base accuracy of 1 ppm (0.03 | 

SPECIFICATIONS 

FREQUENCY MEASUREMENTS Range: 10 Hz-520 MHz In two ram 
520 MHz-100 Hz, 10 Hz, 1 Hz. Accuracy: ± 1 count, ± time base a 
tlon Factors: Times 10, 100, and 1,000. Resolution: 10, 1, 0.1 us. A 
factor. INPUT SECTION: Sensitivity: 20mV (50 mV above 80 MHz). 

-•*- swltchable. Maximum Input: 10 to 400 Hz; 100 “- 

..■lability “ "■'*'- *-“« 


m optional) over Its 10 Hz to 520 M 


quency: 10 MHz. Temp. Stability (0-40*C): 1 ppm (0.03 ppiT 
MHz. External Input: 1 to 10 Vp-p. Display: 8 digits, 0.5" floi 
QUIREMENTS: l60, 120, 200, 220, 240 VAC ± 10%, 50/60 Hi 
Accessory supplied: One pair of test leads. 


z frequency range. 

'PERIOD NlEASUREMENTRange: ms^o lus! Mu* 

± 1 count, ± time base accuracy, ± trigger error + muu. 
r Times 1 and 10. Coupling: ac. Impedance: 1 Mohm or 50 
-1 1Q0 kHz , 0 520 HMz; 5 V rms._TIME BASE Fie- 


1 VP ‘ P ' 1C 

(WHD) 8”x 3”x 10”. Weight: 6 lbs. 





LEADER 1 GHz DIGITAL COUNTER 

MODEL LDC-825 REG. $1295.00 OUR PRICE $1165.00 


REG. $1295.00 

DESCRIPTION 

The LDC-825 has the widest frequency range of 
time base accuracy (± 0.03 ppm), making It the I 
put Impedances, 1 Mohm (10 Hz to 80 MHz) 


and 50 or 


I also has the highest 
:y requirements. Two In- 
le for precise matching 


SPECIFICATIONS 

FREQUENCY MEASURMENTS 

Range: 10 Hz to 1 GHz in two ranges, 
curacy ± 1 count. PERIOD MEASURE 

. , 

SECTION Input Impedance: 1 Mohm at 10 Hz to 80 MHz. 50 ohm at 50 MHz to 1 GHz. Coupling: 
tenuaton Times 1, 10 (10 Hz-80MHz). Sensitivity: 10 Hz to 80 MHz: 20 mV rms into 1 Mohm. 50Mf 
' — ihms. Max. Input Voltage: 100 V rms at 10 Hz to 400 Hz Into 1 Mohm. 20 V rm 


I s; 0.4 s; 4s. Accuracy: ±tlme base ae- 
I. Multiplication Factors: X10, X100, 
icy ± trigger error ± 1 count. INPUT 
0 MHz to 1 - *- 


100 kr 


1 Mohm. 5 V 


I MHz, cr 


at 100 kf 


.. to 80 MHz in 

al controlled. Acci 



LEADER 4-1/2 DIGIT - 150 MHz PORTABLE COUNTER 
MODEL LDC-831 REG. $210.00 OUR PRICE $178.50 

DESCRIPTION 

The LDC-831 is a 4-1/2-dlglt 150-MHz battery-powered counter. Its small size and portability make it 
an optional AC adpator converts It to bench use. Simple controls and a large, bright LED display mi 

quency applications, the LDC-831 can prov'-*-*- * ..— “-* 

0.01 second gate time. By then switching I 


is LDC-831 «... r _ 

.. By then switching to ...- ____,__ 

ro readings yields 6-1/2 dibits of resolution. The LCD-831, w 


or field service application: 
sasy to operate. For high fre- 
lits are displayed using the 
olnt are displayed. The com- 
10 ppm accuracy and quality 


SPECIFICATIONS 
Frequency Range: 5 Hz to 150 MHz. Resolution: Lqw Range: 
a gate time). 100 Hz (1 s gate *!me). Display: 4-1/2 digit LED. * 

0-40 *C. Sensitivity: Low Range: 5 to 10 Hz 50 mV rms. 10 Hz 

mV rms. 2 to 120 MHz 35 m V rms. 120 to 150 MHz 50 mV rm_ 

Range: 2.5 kohm nominal (AC coupled). Operating Temperature: C 
via LPS-166F. AC adaptor (optional). Dimensions: (WHD) 6-3/16"x 
Optional Accessories: LPS-188F AC Adaptor. . $00.00. CC-851 Cl 


100 Hz (0.01 s gate time). 1 kHz (1 s gate time). High Range: 10 kHz (0.01 
*'me Base: Frequency: 3.2788 MHz. Accuracy: 10 ppm, 23 ±3*C. 50 ppm, 
i 1 MHz 35 mV rms. 1 to 20 MHz 50 mV rms. High Range: 1 to 2 MHz 50 
Input Impedance: Low Range: 1 Mohm nominal (AC coupled). High 
i: 0 to 40*C. Power Requirements: 4 "C” cells (supplied). External power 

--'x 4-3/4". Weight: 1.1 lbs. 

g Case .. $00.00. 
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TEST INSTRUMENTS 


LEADER TRIPLE OUTPUT 
DC POWER SUPPLIES 
model LPS-151 

REG. $359.00 OUR PRICE $360.00 
MODEL LPS-152 

REG. $495.00 OUR PRICE $449.95 

FEATURES 

• Auto tracking. • Half rack mountable. 

• Metered output. • Lees than 3 mV p-p ripple. 

• Current limited with automatic recovery. 

DESCRIPTION 

The LPS-151 and LPS-152 are Triple Output DC 
Power Supplies which can be either half rack 
mounted or used on the test bench. The metered 
output voltages are adjustable, 0 to 6 volts, 0 to 
+ 25 volts and 0 to —25 volts on both models mak¬ 
ing them Ideal for computer subassembly, circuit 
board, semiconductor and system burn-ln test ap- 

E 'lcations. All three outputs have Independent ad- 
stable current limiting with an auto recovery 
ature which allows the output voltage to return to 
normal when the short or overload condition Is 
removed. Both units also feature a tracking output 

vs. negative voltage between the 25 volt outputs. 

The adjustment range Is from 100% -100% to 50% 
-100%. Ripple is less than 3 mV p-p and output 
stability is rated at less than 3 mV for ± 10% Input lln 
power supplies carry Leader’s full Two Year Warranty. 



RENT: LPS-151, 0 to 6 V output - 3.0 A max. ±25 V ™ K ... _. T --,-- —,— 

-5.0 A max, ± 25 V outputs -1.0 A max. Power Requirements: 100, 120, 200, 220, 240 VAC ± 10%, 
50/60 Hz., LPS-151 approx. 120 VA, LPS-152 approx. 220 VA. Dimensions: (WHD) LPS-151 8-’"”' ” 
5-1/4” x 13”, LPS-152 8-1/2” x 5-1/4” x 14-1/8”. Weight: LPS-151 13-1/2 lbs, LPS-152 15-3/4 lbs 


LEADER ALL CHANNEL SWEEP MARKER GENERATOR 








































TEST INSTRUMENTS 


VIZ POWER SUPPLY 

SEa il99 P M 2A OUR PRICE $169.95 
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TEST INSTRUMENTS 
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TEST INSTRUMENTS! 



le isolated AC output variable from 0 to ap- 

-*-*o a maximum of 650 V/ 

point, a latching relay i 
ee prong AC sockets are 

AC leakage current in electrical/elec- 
Tiits established by UL, CSA^The WP-30 


VIZ MONITOR ISO-V AC II 
MODEL WP-30 
REG. $369.00 

OUR PRICE $325.00 

DESCRIPTION 

The Viz WP-30 Monitor ISO-V-AC is desigr 
proximately ISO volts. It can supply a coni 

open circuit and reduce output volts and amps to zi 
provided to allow the operator to use the unit for m< 

The WP-30 also includes a leakage tester that can r 
tronic equipment in order to verify if the leakage is \ 

Is supplied with two 3Vi meters. One monitors line - 

For safety, the metal case of the WP-30 is connected to the power line ground through the three 
conductor AC power cord. The AC input is separately fused. 

SPECIFICATIONS 

Input 110 to 130VAC 60 Hz. Output Isolated Voltage (120 VAC lnput)0 to 150 VAC. Output Isolated 
Current 0 to 5.0 Amps Max. (see performance curve). Total Maximum Output 650VA (Resistive Loar 
Output Isolation Less than 0. IMA (Meet ANSI Spec. C101.1,1971) Leakage Range:0-2.5 MA. 
Meters Two3W'Taut Band. Meters Accuracy ± 3% of full scale on voltage. ± 2% of full scale or 
current and leakage. Protection AC Input-Fuse, AC Output-Adjustable current relay with manual 
Reset. Temp. Rise (Outside case, full load 130V, 5A) 10°C (50 °F). Dimensions (HWD) 6" x 14" x 
12Vi". Weight 25 lbs. 

VIZ MULTI-COUNTER 
model WD-755 
REG. $299.00 

OUR PRICE $259.95 

DESCRIPTION 

Viz Model WD-755 is a 125 mHz Multi-Counter. The Viz WD-755 Multi-Function Counter is a 
lab quality multi-counter capable of frequency, period, totalize, ratio and time-interval 
measurements. A combination of CMOS, TTL, low power Schottky and LSI technology have 
been utilized to keep power consumption and cost low, while maintaining optimum circuit 
characteristics. Some valuable features of the WD-755 Include bright LED 8-digit display 
with leading zeros blanked, automatic input triggering level, convenient switchable at¬ 
tenuator, selectable low-pass filter, pushbutton reset switch, and rear panel BNC clock in- 
gut/output connector. All critical circuits are enclosed in shielded metal chassis to reduce 

SPECIFICATIONS 

OPERATING RANGES-Frequency: Channel ‘A'-E 
LFP at less than 10 mHz position. Period: Channel 

'A'—5 Hz to 10 mHz. Frequency Ratio: A/B- ~- 

to 2 mHz. Time Interval: A-B-5 Hz to 2 mH„ -.. 

Impedance: 1 megohm shunted by less than 30 pF. Sensitivity: 

kHz to 100 mHz, 15mV RMS. 100 mHz to 125 mHz, 25mV RMS. I_ 

pedance: 100 k ohms. Sensitivity: 5 Hz to 2 mHz Sine Wave input-20mV RMS. 

BASE—Crystal: 10 mHz parallel resonance, precision grade. Calibration Tolerant 

± .001 % (10 PPM). Stability Tolerance (Temperature & Aging): ± .002% (20 PPM)_ 

Frequency Accuracy: ± .003% (30 PPM) ± 1 digit. Input Level: TTL. Output Level: Approx 
50mV peak to peak. Power Requirements: 10* *- *■' ““ ■- 

VIZ FREQUENCY COUNTER 
MODEL WD-754 
REG. $259.00 

OUR PRICE $220.15 

DESCRIPTION 

The Viz WD-754 is a lab quality frequency c 
5 Hz to 100 MHz. A combination of CMOS, 



2 mHz. Unit Count: Channel 

- --... .o 10 mHz. Channel ‘B 1 : 5 Hz 

2 mHz. CHARACTERISTICS—CHANNEL ‘A’-Input 
- --~ ---"., 25mV RMS. 5 

-in^utlm. 



id selectable low-pass filter. 

SPECIFICATIONS 


features of the WD-754 

itic input triggering leve.,-- 

Ul critical circuits are enclosed in shielded 


Schottky and LSI technology have 
tile maintaining optimum circuit 
ude bright LED 8-digit display with 


OPERATING RANGES Frequency: Channel ‘A’: 5 Hz to 10 Mhz, 5 
no less than 10 MHz position. CHARACTERISTICS CHANNEL ‘A’ 
megohm shunted by less than 30 pf. Coupling: A.C. Sensitivity: 5 
KHz to 100 MHz-15mV RMS. Attenuator“OUT" = direct (no atteni 
decreased to 1/10th value. Low Pass Filter. Manually selectable i 

over 10 MHz. Trigger ‘ .. 

TION GATETIME: .01 


)0 MHz wi 


ffSfBSL.. 

>tion), "IN" = input signal 

----- jr input signals under or 

... Overload Level: AC + DC 125V peak to peak. RESOLU- 

: .1 sec, 1 sec, 10 sec., Frequency under 10 MHz: 100 Hz, 10 Hz, 1 Hz, 
MHz: 1000 Hz, 100 Hz, 10 Hz, 1 Hz. TIME BASE Crystal: 10 MHz Par- 
-- —-PPM) Stability 


b .001% (10 PI 


--, Precision Grade. Calibration Toler__ 

Tolerance (Temperatue and Aging): ± .002% (20 PPM). Overall 
.003% (30 PPM) ± 1 digit. Power Requirements: 105 to 125V A.C., 50.60 
Operating 0°C to 35'C (32"F to 95°F), Storage -20“C to 50"C (-4°F t- - 


2-F). 


VIZ MULTI-COUNTER 
MODEL WD-757 REG. $525.00 
FEATURES OUR PRICE 

iSBaTSSr* 1 $446.25 

• Total mode - causes signal gate to be 
opened and closed by input signal-useful 

. Freque| temS DaSSi " a °" aSSemblV " ne ' 


lerlcal readout of I 



-! multi-counter capable of Frequency, Period, Totalize, Ratio and 
... _ is. A combination of CMOS, TTL low power Schottky and LSI technoloc 

^“me^uablefeatures^rthe^DTS? mrdudebrlghTLED^-di^it^splaywjth 101 * 
ked, automatic input triggering level, convenient switchable attenuator, selec- 
, push-button reset switch, and rear panel BNC clock input/output connector, 
ire enclosed in shielded metal chassis to reduce E.M.I./R.F.I. 


VIZ ISOTAP (ISOLATION 
TRANSFORMERS) REG. $109.95 
MODEL WP-26A cq a nr 

FEATURES OUR PRICE $94.95 

• Both units have primary and isolated 
secondary windings. 

• Primary to secondary current leakage less 

• WP-26A load rating isolated 400 VA max 

• 3 position voltage selector sw., 3 wire AC 



VIZ ISOTAP II 
MODEL WP-27A 


REG. $113.00 

OUR PRICE $99.95 

e V Hp “ 25 



VIZ PORTA-ISOTAP 
MODEL WP-28 

Compact, lightweight unit. Ideal I 


A continuous for solid 

lents. Comes with se¬ 
ver from TV set back, 
outlet. Weight 8 lbs. 


cessory cords to 
Dimensions 3-3/4" x: 

VIZ MONITOR ISOVAC 
MODEL WP-29A 
REG. $189.00 

OUR PRICE $160.65 

FEATURES 

• Supply Line: 110 to 130V. 60H; 

• Power Rating (resistive load): 300VA. H| 

• Isolated Output: 0 to 150V. (*" 

• Leakage: Less than 0.1 mA. 

■ Isolated Current: 9-2.25A mi 

VIZ ISOLATION TRANSFORMER 
model WP-31A _ _ _ _ 

REG. $179.00 OUR PRICE $1 60.00 

DESCRIPTION 

Viz Model WP-31A is a 1.05 KVA, 120 VAC, 

Single Phase, Continuous Duty, Isolation 


of three sections to 


REG. $69.00 
OUR PRICE 

$59.95 



Itage: 110-125 
i: 4% at 115 V/ 


HM r 1 30V)/MED^(115V)/LOW (105V) 
7 Ar! 190 to 260 Volt 


VIZ FREQUENCY COUNTER 
model WD-756 
REG. $449.00 

OUR PRICE $384.95 wm 

DESCRIPTION HHHHL— 

The Viz WD-756 Is a lab quality frequency counter capable of frequency measurements fre 
5 Hz to 1 GHz. A combination of CMOS, TTL, low power Schottky and LSI technology have 
been utilized to keep power consumption and cost low, while maintaining optimum circuit 
characteristics. Some valuable features of the WD-756 include bright LEO 8 digit display wi 
leading-zero blanked, automatic input triggering level, convenient switchable attenuator an 
selectable low-pass filter. All critical circuits are enclosed in shielded metal chassis to 



SPECIFICATIONS 

OPERATING RANGES Frequency: Channel 

no less than 10 MHz position. Channel ‘B 1 1( 

'to 100 MHz 1£ 
reased to 1/10 

__... MHz. Trigger 

,_ peak. CHANNEL ‘B’ Input Impedanc_ 

RMS A.C S RESOLUTION GATETIME: .01 sec. 1*860_.1.1____ 

100 Hz 10 Hz 1 Hz .1 Hz. Frequency over 10 MHz: 1000 Hz 100 Hz 10 Hz 1 Hz. TIME 1_ 

Crystal 10 MHz Parallel Resonance, Precision Grade. Calibration Tolerance: ± .001 % (10 
PPM) Stability Tolerance (Temperature and Aging): ± .002% (20 PPM) Overall Frequency At 
curacy: ± .003% (30 PPM) ± 1 digit. Power Requirements: 105 to 125V A.C., 50/60 Hz, 7W. 
Temperature: Operating 0°C to 35“C£S2°F to 95”F), Storage -20"C to 50"C (-4”F to 122"F). 


1000 Mhz. CHARACTERISTICS CHAN- 
. :han 30 pf. Coupling A.C. Sensitivity 5 
100 MHz 15mV RMS. Attenuator "OUT" = direct (no attenua- 
ignal decreased to 1/10th value. Low Pass Filter Manually selectable, for 
input signals under or over 10 MHz. Trigger Level Automatic. Overload Level AC + DC 125V 

—^ -.. ■-—* ■- J -“ —— 'nominal). Coupling D.C. Sensitivity 50 

\utomatic. Overload ±25V D.C., IV 
10 sec. Frequency ur J — 
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OSCILLOSCOPES! 


BBC GOERZ METRAWATT dual trace oscilloscopes 


20 MHz DUAL-CHANNEL SCOPE 
MODEL M-6001 

REG. $589.00 OUR PRICE $ 499.00 


NEW! 


60 MHz DUAL CHANNEL SCOPE with delayed sweep 
model M-6003 

REG. $1095.00 OUR PRICE $ 899.00 SPECIAL! 




M-6003 
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DIGITAL MULTIMETERS 

































TEST INSTRUMENTS! 


POCKET TECHNOLOGY INC. logicscope™ 136 

Here’s The Savvyest True Dual Trace 
10 MHz Digital Storage Scope You Ever Saw 
MODEL 136 



FEATURE 

• Easy To Use. • True Dual Trace. • 10 MHz Real Time Bandwidth. 

• I/O Port Digital Waveform Storage. • Boolean Waveform Operation 

• Audio Functions. • 9-Volt Battery (not lncluded)/AC Operation. 

DESCRIPTION 

The LoglcScope 


pe 136 combines many of the features and capabilities of sophisticated logic 
oscilloscopes. It fits In your hand. The pocket-size LogicScqpe 136 is made possi- 
ited breakthrough in display technonlgy. The conventional CRT has been replaced 
-/ray of 400 LED’s that permits simultaneous display of two digital waveforms. T|-- 
^ frs°m P ade ln h the tTs A S,rUm8nt ' f ° r de8lBnlnfl ’ troubleshooting or repairing digital systems 
pie 136 can be used for viewing single shot events, or repetitive waveforms. It can be operate 
In real time mode, or In memory mode which permits acquisition and storage of up to 50-100 
waveforms. These can be recalled, logically compared (AND, OR, EXCLUSIVE OR) to other inc 
waveforms, or output to an external device via an I/O port. This I/O port will also accept future 
add-on 136 Modules 

timing relationship of various 


On microprocessor-based systems, of 


s. Its storage capability all 


parlson of non-repetltlve waveforms to known reference signals. Output 
digital device can be compared to reference signals to determine the operating stated the 
device. Questionable waveforms can be stored for analysis. Its lightweight and small size make 
the LoglcScope convenient to take on every service call. The 136 provides much more Informa- 
Hon for trouble shooting a digital system or peripheral than a logic probe or digital counter 
without having to lug an oscilloscope or logic analyzer along. 

SPECIFICATIONS 

DISPLAY: Dual LED Arrays 2 X 100 Elements per Array 16 LED Annunciators: Time Base, 

Memory Tone, Single Sweep, Battery Low. Logic Compare Modes: AND, OR, EXCLUSIVE OR. 
Display Options: A, B, Trigger, Memory, Invert, Clock, SVC, External, Logic Functions. INPUT: 
Three Channels (A, B, Trigger) 0-5 Volt: 1 Meg, 50 PF. 0-50 Volt: 1 Meg, 70 PF (10 X Probe), 50 

Probi* 1 or Direct Via IOC Connector. TIME BASE: 10 MHz Real-Time Bandwidth, 
1 (X) - NS G Itch Catcher, luS-ISec/DIv Ranges (6 steps) Auto-Seek Mode, Single Sweep/Reset, 
UNCAL Function. TRIGGER: Threshold Adjust 1.2 4.7 Volts, Trigger Tone, Dual Tone AUDO 
TRAK (2.44 KHz, 4.88 KHz), 100 NS Auto Restore. MEMORY: 50-100 Bit CMOS Display Waveform 
Memories, Wrlte/Recail Functions, Store Mode, Memory Mode, Memory Link Mode. POWER: AC 
?1 arBer ’ 9-Volt Rechargeable Battery (optional). DIMENSIONS: 8.0”L x 4.5”D 
1.75 H. WEIGHT: 1 lb. 4 oz. OTHER: 25 Pin Input/Output/Control P" ' ’ ' ■ 

clators. STANDARD ACCESSORIES: Triple BNC Adaptor, AC r 
Transformer/Charger, Neck Strap, Operations Manual. 

Optional Modular Triple Probe Set Model 1361. 


Port, 7 LED Keyboard Annum 


SCOPE POCKET SIZED AUDIO SIGNAL GENERATOR 
model RC-555 . 

OUR PRICE $ 69.95 ’ 


DESCRIPTION 

The RC-555 Is completely portable, low distortion 
signal, 46 step of selected frequency for use by technlcla 
serviceman, students, and hobbvlsts who require an Instr 

—---,---/s ready for use. 

powered by a stand—' "•* **——■-■’- - ■■ 

vldlng 50 operating 
and usage. It has rugged 


rate, reliable, and always ready foi_ 

idard 9V transistor radio type battery, pro- 
" depending upon the type of battery 
structure design, good feeling held in 


SPECIFICATIONS 

GENERAL: Frequency Range: x 1 range 20 
range 2 kHz to 150 kHz with 23 step of 
both. Output Control: 0 dB, -20 dB, and 
Impedance: 600 ohm ± 10%. Waveform. 0 ,„, 

wave. SINE WAVE CHARACTERISTS: Output Voltage: 1.2) 
maximum (no load). Output Flatness: 20 Hz to 150 kHz ± I 

dB (reference frequency 1 kHz). Distortion: 200 Hz f - 

0.05% (THD) or less, 50 Hz to 30 kHz 0.1% (THD) Or less, zi 
to 100 kHz 0.5% (THD) or less. Frequency Accuracy: 20 Hz 



---% (THD) or less, 20 

'• (THD) or less. Frequency Accuracy: 20 Hz tc 

■--,-or less), 100 kHz to 150 kHz (±5% or less). 

Output Impedance: 1 k ohm ±5%. SQUARE WAVE CHARACTERI_ 

maximum (when on load). Rise 6 Fall Time: less than O.Sus. Sag: less th, 

Shoot: less than 2% at maximum output. Duty Ratio: 50% ± 5%. Frequency Ac 

100 kHz (±5% or less), 100 kHz to 150 kHz (±7% or less). GENERAL INFORM/,___ 

J em RSr?i ur ® : 2 C ,0 + *0"C, specification apply from 10X to 30 X. Storage Temperature: -2C 
to + 60 C, battery removed. Power Requirements: 9V battery, NEDA 1604. Battery Life: Up to 50 
hours typical with Alkaline. Up to 30 hours with typical Zinc carbon. Battery Indicator LED lamp 
indicates when approximately 20% of battery life remains. Dimensions: 6”L x 3.3”W x 0.9"H, 
(15cm Lx 8.2cm W x 2.1cm H) approx. Weight: 7 oz. (200 grams) Including bsttery. Accessories 
supplied: User’s manual, test leads, 9V zinc-carbon battery. 


A.W. SPERRY 20 MHz DUAL TRACE OSCILLOSCOPE 
MODEL 620C OUR PRICE $ 399.95 SPECIAL! 



NEW! 


TV Video Sync Filter. • Z-Axls Input. 


• Front Panel Trace Rotator. 


:onds + Burdeb Voltage: 0.7V max. on 2A, 10A ranges, 0.3V 
.. jtectlon: 2A/250V fuse protected, 10A range not fused, 10A 

200ohm, 2Kohm, 20Kohm, 200Kohm, 2000Kohm, 20Mohm. Ac-.,..,, „„„ ul ,„ u „ ls , T 
d W„ on 200ohm range. ± (0.-15% of re ading ± 2 digits) on 2Kohm through 200Kohm ranges. 
±(0.2% of reading + 2 digits) on 2000Kohm range. ±(2% of reading + 2 digits) on 20Mohm 
range. Response Time: 10 seconds maximum on 20Mohm range, 2 seconds maximum on all 
ProMcSon*250V DCo'rma'AfTon^rSTranges* V< "’* 9 * : 1888 ' han ^° n 8 " ra "° 8S ' 0 ™ rt “ d 
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FEATURES 

• Built-in Component Checker. • Internal Gra 

• High Sensitivity X-Y mode. • Low Power Cc 

DESCRIPTION 

The A.W. Sperry 620C is a dual trace (two channel) 20 MHz oscilloscope featuring a built In compt 
nent checker. The component checker emits a 60 Hz sine wave, voltage and current limited and 
allows the resultant voltage and current to be displayed on the CRT. The voltage and current can 
displayed In either a time mode or X-Y mode. In the X-Y mode, the voltage (X) and current (Y) of th 
component under test result In a VI plot on the CRT. The user can quickly view VI characteristics 
Individual components as well as combinations of components to quickly and efficiently detect ar 
Isolate defective components. This valuable feature saves hours of troubleshooting time. 
SPECIFICATIONS: 

CH. A and CH.B-Deflection Factor, 5mV/dlv-20v/dlv( ±3%) 12 sti 


a, DC-20MHZ (- 3dB). Rlsetlme, 


8 30§V(d' 


upiing, AC, H F re], TV^§1 cmml *■! 

, . _Axis Modulation Intamal Callbi 

(± 5%) square wave. CRT Display • Phosper, P~ ’ 
Accelerating Potentlaj, 2KV Component Tester 

>x. (15 4Jbs.). Er 
operating Instructions. 


Ithrity, IN.._ 

—0.5V p-p (±5%), IK... 
ternal 8x10 dlv (1 dlv = 10mm). 


352D mm. Weight, 7Kg ap 
to 104*F). Packaging- corn 
warranty, operating lnstru 


1/6OHZ. Physical-Size, 162H x 294W x 
iperatlng Temperature, 0* to 40‘C (32* 
T, Two Test probes models TP-60, 2-year 


SCOPE 4-1/2 DIGIT, BENCH DIGITAL MULTIMETER 
model DVM-6005 «_ 

REG. $249.95 OUR PRICE $1 99.95 


FEATURES 

• 4-1/2 Digit LCD, 0.4” high characters. 

• Conversion Period: 500 milliseconds. 

• Polarity: Automatic, (■) negative polarity. 

• Overload Indication: Highest digit of (1) 
(-1) is displayed. 

• Power supply: Six 1.5V D size batteries 


: 10.4"D x 3.9"H 
. (1900 grams) Including 



— BAT' P incHL_ 

• Environment: 0 to 50 X operating, -20 to 
+ 60X storage; 80% RH 

• Dimensions: 8.4”W - — 

(214 x 265 x 100mm 

• Weight: 67 oz. (190C 
batteries. 

• Accessories supplied: 

SPECIFICATIONS 

DC VOLTAGE: Ranges: ±200MV, ±2V, ±20V, ±200V, ... 
range, alV on 100V range. Accuracy: ±(0.05% of reading + 

Time: less than 1 second. Input Impedance: lOMohm on all ranges, exc... .. 
range. Normal Mode Noise Rejection: greater than equal to 60 dB at 50 Hz or 
Mode Noise Rejection: greater than equal to 90 dB at DC, 50Hz and 60Hz with inonm un¬ 
balance. Overload Protection: 1000V DC or peak AC, continuous. AC VOLTAGE (Aversoe Sens- 
Ing, RMS Calibrated Slnewave): Accuracy: ±(% of reading + no. of digits) 50 Hz to 10 KHz, 
0.7% +10, lOKHz to 20KHz, 0.1 % +10,50KHz5% + 30. 1te.,x>n« Tlme: ieS8Than equalTo 3 
seconds. Input Impedance: 10M ohm In parallel with less than 100 pF, except 11M ohm or 2 V 
range. Common Mode Noise Rejection: greater than 60 dB at 50 Hz and 60 Hz with IK ohm un¬ 
balance. Overload Protection: 1000V DC or rms AC, continuous, not to exceed the volthertz pro- 
«*, cept 200 mV AC range (10 seconds maximum above 250 Vrms). Volt-Hz Product 
50 . KH , 2) DC OORRENT: Ranges: ±200uA, ±2mA, ±20mA, ± 200mA, 

± 10A. Resolution: 10nA on lowest range, 1mA on 10 A range. Accuracy: ± (0.5% of 
0dlgls)on all ranges, except ±(0.75% of reading + 10 digits) on 200 mA, ±2% of 
ng + 10 digits on 2000mA, 10 A ranges. Response Time: less than equal to 1 second, 
len Voltage: 0.7V max. on 2A, 10A ranges, 0.3V max. on all other ranges Overload Protee- 

2 mA,^X)mA^H&rnA r 2CflOmA, lOA.^esoluOonM^A on towed ?ange!^1nU^on^lcSrrenpe </ Ac- 
-^(0.75% o/readlng +,J2 ®WE$a 1%f 


io 7 , exce 
ax. (200V rT 
DmA, ±10/ 


+ 10 digits), 50Hz-5KHz, 2C 


















SCOPE 3-1/2 DIGIT LCD 
MODEL DVM-630 

OUR PRICE $ 29.95 


MINI METER WITH MAXI SPEC’S 

s pe c,AU 




FEATURES 

. 0.05% accurac 

• DC Voltage. 

• AC Voltage. 


• Diode Test. 

• Battery Test. 

• Battery Lite 300 hours. 

• Test Leads Included. 


THE MINI METER 
WITH MAXI SPEC’S 


SPECIFICATIONS 

Display: 3-1/2 Digit LCD with a maximum reading of 1999. 
Highest digit of (1) or (-1) Is displayed. Measuring rate: ° ‘ 
Low Battery Indication: The ' “ - 


Indication: The (Lo BAIT Is displayed when the battery voltage drops below the^operatlnj v°^l®9 e ou* 0 n 

^e^daK 


Model CC-30 Deluxe zippered carrying case. 


DC VOLTAGE 


Range _ Resolution 

200mV 0.1 mV 

2V ImV 

20 V lOmV 

200V lOOmV 

1000V_IV 


Accuracy 1 Year 
18° to 28*C 


±0.5% of rdg ± 
±0.5% of rdg ± 
±0.5% of rdg ± 
± 0.5% of rdg ± 
±0,5% of rdg ± 


RESISTANCE 


Range 

Resolution 

Accuracy 

200 ohm 

0.1 ohm 

± 0.75% of rdg ± 2d 

2Kohm 


± 0.75% of rdg ± 2d 

20Kohm 

10 ohm 

±0.75% of rdg ±2d 

200Kohm 

100 ohm 

±0.75% of rdg ±2d 

2Mohm 

IK ohm 

± 1 % of rdg ± 2d 



Range Resolution Approximate Load Currant 

1,5V 0.001V_1,5mA DC at 1.5V DC 


DC CURRENT 


Range 

Resolution 

Accuracy 

Max. Full Scale 
Voltage Drop 

200uA 

0.1 UA 

±0.75% of rdg ±2d 

0.25V 

2mA 

luA 

±0.75% of rdg ±2d 

0.25V 

20mA 

IOuA 

±0.75% of rdg ±2d 

0.25V 

200mA 

IOOuA 

±0.75% of rdg ±2d 

0.25V 

2A 

1mA 

±1.2% of rdg ± 2d 

0.25V 


AC VOLTAGE 


Range 

Resolution 

Accuracy 

Frequency Range 

200V 

750V 

lOOmV 

ImV 

±1.2% of rdg ± 5d 
±1.2% of rdg ± 5d 

45 Hz - 450 Hz 

45 Hz - 450 Hz 

DIODE 

Range 

Resolution 

Max. Teat Max. Open 

Accuracy Current Circuit Voltage 


ImV 

±(2.0% rdg + 5 dgt) 1.5mA 

3.2V 



=CALL US/WE ACCEPT PHONE ORDERS • TOLL FREE 800-645-9518 • NYS TOLL FREE 800-832-1446 
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DIGITAL MULTIMETERS 



FLUKE HANDHELD DIGITAL MULTIMETER 
MODEL 8024B REG. $249.00 OUR PRICE $ 225.00 

Your John Fluke Model 8024B is a pocket-size digital multimeter that Is Ideally suited for application In the field, lab, shop or home. 

• FUNCTIONS: All standard VOM measurement functions -AC/DC voltage, AC/DC current, resistance — plus: 

Conductance: A new multimeter function that allows fast, accurate, noise-free resistance measurements up to 10,000 M ohm. 
Temperature: Used with a K-type thermocouple, this function provides direct display in degress Celsius for K-type thermocouples. 
Peak-Hold: Provides short-term memory for capturing the peak value of transient AC or DC signals such as motor starting current. 
Continuity: Provides an immediate visual and audible indication when continuity is detected (use for passive cl 
Level Detector: Senses logic levels and other active signals less ' * " ~ ' 

• DC accuracy 0.1%. 


• Operation Convenience: 3 1/2 digit 


250 V DC or AC r 

autopolarity, Overrange Indication, Effective protection from overloads, Dual scope integration 
crystal display: A high contrast display that can be easily read 


measurement technique to 


































DIGITAL MULTIMETERS! 

FLUKE PORTABLE BENCH-TYPE, DIGITAL MUL 
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DC Voltage: 200 

Current: 2 mA--,- - - , 

mm), Weight: Approx. 1 lb. (.454 kg) 

00821 DeluxeCarrylng Case for 470-S$27.00 00822 Carrying Case for 470-S$20.00 


SIMPSON COMPACT FREQUENCY COUNTER 
MODEL 710 

OUR PRICE 199.95 

FEATURES \S|»" ^S2=5S5 l 

• Covers 10 Hz to 60 mHz. | 

• 2 ranges Hz and mHz. 

• 8 digit 0.35" LED read) 


• High?y relfable LSI circuitry. 

• Compact size, has folding bench stand. 

APPLICATIONS 

• CB/communlcations service. • Production II 

• Frequency monitoring. • R&D laboratory us 

SPECIFICATIONS 

Frequency Range: 10 Hz to 60 mHz. Gate Time. .---- 

resolution). Accuracy: ± 1 count ± time base accuracy. Input Impedance: 1M ohm shunted 
by 30 pF. Sine Wave Seneltlvlty: 50 mV rms, from 10 Hz to 50 mHz; 100 mV rms, 50 mHz to 60 
mHz. Maximum Input Voltage: 240V peak, from 10 Hz to 100 kHz; derated to 100V peak at 1 
mHz and 25V peak 60 mHz. Frequency: 6.5536 mHz. Temperature Stab llty: ± 0 PPJi max¬ 
imum 0°C to + 45°C. Aging Rate: ±5 ppm maximum per year. Stability with Line Voltage 
Variations: ± 1 ppm for ± 10% line voltage variation. Input Filter 3 dB at 1 mHz (low-pass). 
Display: 0.35" character height, 7-segment LED type, 6 digits. Accessories supplied: AC adap 
tor and instruction manual. 


i.l kHz resolution), 1 


SIMPSON 474™ 

4 1/2 digit Digital Multimeter 
MODEL 474 \|Ll \ 

REG. $219.95 

OUR PRICE $ 199.95 ' 

FEATURES 

• 0.03% basic DC accuracy. 

• IOuV, .01 ohm uA Resolution. 

. 10 Amp AC/DC Current Ranges. 

• Full Measurment Capability to 1000 V DC, 

750 V AC, 20 M ohm, and AC/DC current 

• 6 kV Transient Protection, 100 uses, on all 

• Double°Fusing System — Low/high energy 
overload protection. 

• High Contrast 0.4" Liquid Crystal Display. 

• Wide Temperature/Humidity Operating 
Range — up to +55 "Cat 

70% humidity, up to 90% humidity at 
+ 35’C. 

• Audible and Visual Continuity Indication. 

• Diode Test — for "good-bad’ 1 semiconductor junction ch« 

• Two-Way Tilt Stand — for bench use or hanging upright. 


' * V 




• UL’Recognized Test Leads — with screw-on, insulated alligator clips. 

• Full Line of Optional Accessories • including high-voltage, temperature and RF probes, tv 
“universal” test lead systems and UL recognlced amp-clamp adaptor. 


• High-Impact Molded ABS 

ptlonal Acce- . _ 

st lead systems and UL recognlced amp-clamp 

00821 Deluxe Carrying Case for 474. $27.00 00822 Carrying Case for 474. $20.00 

CALL US/WE ACCEPT PHONE ORDERS • TOLL FREE 800-645-9518 » NYS TOLL FREE 800 8321446 


SIMPSON FUNCTION GENERATOR 
MODEL 420A 120V 

For AC line operation only 

REG. $205.00 

OUR PRICE $ 185.00 





DESCRIPTION 

New portable generator for audio and communications servicing, laboratory and production use. 

SPECIFICATIONS 


Sasic Outputs: Sine, triangle, square, DC and TTL (separate BNC). Frequency Range: 0.1 Hz to 1 
nHz In 7 ranges. Amplitude: 20 V p-p open circuit (10 V p-p Into 600 ohmsL Amplitude Control: 
Continuously variable, greater than 30 dB; fixed attenuation, 10-30 dB. VCG Input: * 20 V max¬ 


im, 2K ohm input impedance. Frequency decreases from dial setting with negative voltage. 

Offset: Continuously variable with off position. Dial Accuracy: ±5% fs. Sine Wave Dlator- 
rion: Less than 1% 10 Hz to 100 kHz, less than 2% at all other frequencies. Triangle Wave Non¬ 
linearity: Less than 1% up to 100 kHz. Square Wave RIsefFall Tima: Less than 100 nsec into 600 
ohms/20 pF. Square Wave Non-Symmetry: Less than 1% up to 100 kHz. VCG Range: Greater 
than 300:1 with 0 to —5 V external signal with 1000:1 capability. TTL Output: Fixed TTL compati¬ 
ble output will drive up to 10 TTL loads. Less than 25 nsec rise/fall time. DC Offset: Con“- 

ly variable, maximum of 10 V open circuit or ±5 V into 600 ohms (maximum V AC + V I 
without clipping). Off position is provided. Output Impedance: 600 ohms, ±5%. Amplltu 
Flatness: ±0.1 dB up to 20 kHz, ±0.3 dB overall, sine wave. Square Wave Aberration: Li 
3%. Temperature Stability (after 15 minute warm up): Frequency: ± 0.1%/C •; Amplitude: 
dBTC. Line Voltage Stability Frequency: ± 0.1 % per ±10 VAC variation. Amplitude: ± 0 
per ± 10 VAC variation. Operating Temperature: 0 to + 50*C. Power Requirements: 120/2 
AC ± 10%, 50/60 Hz, 6 VA. 4 "C” size nickel batteries for D version only (8 hours of operation 
per full charge). Size: 2.7"H x-6.4”D x 9.0”W. Weight: 420A 3 lbs., 420D 4 lbs. with batteries, (bat- 
terles not included). Optional carrying case model 401617.. .$45.00 


SIMPSON DIGITAL TEMPERATURE TESTER 
MODEL 383 

OUR PRICE $ 195.00 


new 




s: Switch selectable—me 


ly read the difference be 


temperatures or each separately. Differential mode provides for easy relative humidity 
determinations: ideal for heating and air conditioning servicing and envlroment monitoring. 

• DC Millivolt Range: For quick check of thermocouple, flame rod and other sensor outputs. 

• Chart Record Output: Provides 1 mV DC per degree F or C output with low source 
resistance for low cost recordlng/controlilng applications. 

• Ranges: -30”F to +200-F (-34"C to +93"C); +200”Fto + 1200-F ( + 93’C to + 650*C). 

• Switch-Selectable Centigrade or Fahrenheit readout. 

• Large, High-Contrast, 0.5" Liquid Crystal Display. 

• Single 9 Volt Alkaline Battery. 

• Low-Cost Humidity and Self-Cleaning Oven Accessory Kits. 

SPECIFICATIONS 

TEMPERATURE FUNCION Ranges: -30‘F t 
(+ 93 "C to +650-C). Instrument Accuracy: 

(1.8°F) from 0°F throur" - 

+ 1000-F through +12— . ....._ __—.....— . 

through + 1200’F range. Temperature Sensor Thermocouple, J-type (Iron constantan), bead, 
4’ long. DC MILLIVOLTS FUNCTION Range: 0 to 199.9 V. Accuracy: ±(0.1 % of reading + 1 
count), +20’C through +30"C. Input Resistance: 10 megohms. Resolution: 10 microvolts. 
Power Requirements: Battery Type: One 9-volt "transistor" battery, alkaline (NEDA 1604A) or 
carbon-zinc (NEDA 1604), Battery Life: 100 hours with alkaline battery. Dimensions: 2”H x 
5.63”W x 4.6”D (50.8 x 143 x 117 mm). Weight: Linbe. Accessories supplied: test lead set, 4" 

OPTIONAL ACCESSORIES 

Extra Thermocouple Lead. J-type, 4’ lead with standard plug. Model 00391.*12.00 

Relative Humidity Kit. Includes thermocouple lead, nomograph, wlcklng 

water dispensing Items and carrying pouch. Model 02164.*20.00 

Carrying Case. Model 00813.*28.75 

Self-Cleaning Oven Test Kit. Includes 6 throw-away thermocouples. Model 00392.*20.00 


+ 200-F to 
irt correctable from -36-F through O' 
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TEST INSTRUMENTS 


SIMPSON DIGITAL 
MULTIMETER 
MODEL 467-S 

OUR PRICE $249.95 

DESCRIPTION 

The new Model 467 brings you the best of 

digital and analog LCD display to analyze 
both steady and pulsating signals, differen¬ 
tial ' + ' and ’ peak-holding capability and 
fast pulse detection and Indication. This 
new, versatile instrument can actually 
replace the oscilloscope and the logic probe 
in many applications. 

In the differential peak mode, the Model 467 

tracing measurements. In the pulse detec¬ 
tion mode it can give a visual and/or audible 
indication of pulse presence and logic 



standard fo 


of electrical and eli 
e, complete wi 


battery, test leads with screw-on alligator 
clips and instruction manual. 

FEATURES 

• 3-1/2 digit liquid crystal dislay for easy, 
curate readings. 

• LCD analog barograph to indicate nulls, 

• &?herential peak hold captures 

(peak) and mint---* - 


• 100 uV resolution. 

• 0.1% DC volt accuracy. 

• High-voltage transient protection. 

• Overload protection on all ranges and 

• Safety-designed to meet UL-1244 re- 

• UL-approved test leads. 

• Best all-around design for benchtop, sh 
or ‘hands free' viewing (with neck strap 
carrying case). 

• 100% double burn-in. 

• Full line of accessories. 


of complex screw-on alligator clips. 


DC Volts 


Resistance 


20Kohm 19.99Kohm 


± 199.9V 200Kohm __ 

i 1000V 2000Kohm 1999Kohm 


20Mohm 19 99Mohm 


AUTORANGING DMM 


5pEClAU 



SIMPSON COMPACT 

MODEL 462 

OUR PRICE $229.95 

FEATURES 

• Automatically selects 
the range and posi¬ 
tions the decimal 
point on voltage and 
resistance 
measurements. 

• Pushbutton function 
and manual-range 
selection. 

• 0.25% accuracy on DC 
voltage ranges. 

• AD converter on single 
LSI chip. 

• Automatic polarity; 
bright 0.3" LED’s. 

• Recessed, insulated 
jacks on test leads. 

• Operates 8 hours on a 
single charge. May be 
operated from AC line 
while charging. 

• Measures: 

DC voltage from 100 uV to 1,000 V. 

AC voltage from 100 uV to 600 V. 

Resistance from 1.0 ohm to 20M ohm. 

Direct current from 1 uA 1,999 mA. 

Alternating current from 1 uA to 1,999 mA. 

• High-impact molded case with folding stand. 

• 120 V Model is UL listed. 

• One-year warranty. 

• Complete with nickel-cadmium tuiieries, 120 V AC (50-500 Hz) battery 
charger/adaptor, color coded test leads, alligator clip adaptors, operator's 
manual. 

• Our popular autoranging DMM, meets UL 1244 standards and ANSI C39.5 re¬ 
quirements. 

RANGES 

• DC Voltage: 200mV, 2V, 20V, 200V, 1000V. 

AC Voltage: 200mV, 2V, 20V, 200V, 600V. 




• Resistance: 2K ohm, 20K ohm, 200K ohm, 2000K ol 

• AC Current: 2mA, 20mA, 200mA, 2000mA. 

• DC Current: 2mA, 20mA, 200mA, 2000mA. 


n, 200M ohm. 


SIMPSON COMPACT 
PORTABLE DMM 


FEATURES 

• Both Model 461-2 and 461-2R he 
ed basic accuracy of 0.1 V 

• AC voltage mi-* 


re Increas- 

nent capability up to 

• Overload protection up to 250 V on 

• High voltage transient protection, (6 kV, 

• Extended At 


MODEL 461-2 

OUR PRICE $199.95 


SIMPSON DIGITAL MULTIMETER 
model 463 

OUR PRICE $179.95 SPEC'* 1 - 


20 Hi 


Dltage frequency response. 
i on model 461-2, up to 50 


lei 461-2F 


sd component count and optimal 
design provide for greater reliability. 

• True RMS reading Model 461-2R affords 
accurate measurements of complex AC 

• Complete with nickel cadmium 
rechargeable batteries, AC charger/adap¬ 
tor, safety engineered test leads, and In¬ 
struction manual. 

PLUS ALL THESE STANDARD 
SIMPSON FEATURES 

• Best all-around design for benchtop, shelf 

• Hands-free measurements (using optional 
neck strap carrying case). 

• Large, bright 3-1/2 digit LED display. 

• 100 uV resolution. 

• Overload protection on all ranges and 

• Safety designed to meet UL-1244 re- 

• Double fusing system. 



ACCESSORIES 

00758 Temperature probe.$120.00 

00748 RF probe. 43.75 

00749 40 kV high-voltage probe. 54.25 

153-2 AC amp-clamp adaptor. 54.00 

00814 Carrying case. 29.95 

Model 461-2, Average Sensing, complete 
with nickel-cadmium batteries, battery 
charger, adaptor, color coded test leads 
with alligator clip adaptors, and operator's 

For 120 VAC.$199.95 

Model 461-2R True RMS Sensing, complete 
with nickel-cadmium batteries, battery 
charger/adaptor, color coded test leads with 
alligator clip adaptors, and operator's 
manual. 

For 120 VAC.$246.00 



• Convenient pushbutton range and function selection plus automatic polarity 
and zeroing. 

• Compact 2 x 5.63 x 4.6". Weighs 1 lb. 

• UL listed. 

• One-year warranty. 

• Test leads with screw-on alligator clips, instruction manual. 

• Our popular compact LCD model, meets UL 1244 standards and ANSI C39.5 re 
quirements. 

RANGES 

• DC Voltage: 200mV, 2V, 20V, 200V, 1000V. 

• AC Voltage: 200mV, 2V, 20V, 200V, 750V. 

• Resistance: 200 ohm, 2K ohm, 20K ohm, 200K ohm, 2M ohm, 20M ohm. 

• AC Current: 200uA, 2mA, 20mA, 200mA, 2000mA. 

• DC Current: 200uA, 2mA, 20mA, 200mA, 2000mA. 


charge. May be AC line operated wl 
batteries are being charged. 

RANGES 

• 5 DC voltage ranges to 1 KV. 

• 5 AC voltage ranges to 600 V. 

• 6 resistance ranges to 20 megohms 

• 5 DC current ranges to 2 A. 

• 5 AC current ranges to 2 A. 

= CHARGE IT-VISA»MASTER CARD*AMERICAN EXPRESS » Toll Free 800-645-9518 » NYS Toll Free 800-832-1446 
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TEST INSTRUMENTS 


GLOBAL SPECIALTIES CORP. 

HIGH SPEED ECL PROBE 
MODEL LP-4 
REG. $150.00 

OUR PRICE $127.50 

DESCRIPTION 



differentials of en_„_.. 

Switch for Pulse/Memory (latch) me 
LED Indicates single pulses of 3 ns 
pulse trains of up to 100 mHz min. 
rates. Pulse LED’s Indicate ± polarity wl 
Pulse Is on. Stretched 0.3 sec. LED flash mr 
single pulse; 3 Hz continuous flash for pulse 
train. On Memory, LED remains on until rese., 
stores single pulse. Useful in detecting spurious glitches or transients. Detects Input at V BB. 
Includes manual, 36" power ground leads with alligator clips, 1.5” probe, 3" alligator clip and 
' ‘ ' tor, BNC adaptor, ar J *..— -r" ——‘— * — 




t and pin-ground adaptors. 3 oz 


hook adaptor, E- 

5.8"Lx 1"Wx0.7"D. 

SPECIFICATIONS 

• Power Required: —5.2VDC ±5% at 100 mA with overload protection from -12 t 

• Input Impedance: Any more than 10K ohm. • Input Pulse Width: 3 nsec. min. 

• Input Pulse Rate: 100 mHz min. • Operating temperature: 0 to 50 - C. 

• Input Overload Protection: ± 100VDC cont.; ±.05V at 25 °C, —1.10 ±0.100/-1f 
A, 0 to 50 °C; -5.2V for V EE. 

• Typical Input Pulse Repetition Rate: 150 mHz at 50% duty cycle. 


200VDC. 


FORDHAM REGULATED 
TRIPLE POWER SUPPLY 
Assembled and tested...and 
It's short circuit proofl 
MODEL FM-6 

REG. $149.95 OUR PRICE $89.95 
SPECIFICATIONS 

A fully assembled and tested triple benchtop pov 
15V at 0.5 Amp and — 5V to —15V at 0.5 AMp. All supplies regul 
ly has a power on Indicator LED. Complete and ready for use In 



jpply. Includes fixed 5V at 1 amp, 5V t< 
plies regulated, short proof. Each s 
durable (8 x 6 x 3-1/2") 


FLUKE DIGITAL COUNTERS 1900 SERIES 

DESCRIPTION 

Fluke's versatile 1900-Series Multifunction 
Counters provide frequency, period, and 
totalize measurements over a wide range 
of applications. In the frequency mode, 
they verify the accuracy of signal sources 
—*■ as generators, oscillators, and 
nltters. Period---““ 


s. In period 

cletlmeoveMO, ?00°or 10Wcyc?es for 
still finer resolution. Totalize mode is 
similar to frequency mode except the 
signal gate Is opened and closed 
deliberately, a feature useful for totalizing 
the cycles In a single RF burst or coun¬ 
ting relay contact bounce, for example. At 
high frequencies, where erratic triggering 
Is most apt to cause erroneous 
measurements, the 1911A and 1912A 50 
ohm Input channel have “automatic clean 
drop out"—the reading goes to zero In¬ 
stead of being intermittent. All models 


SPECIFICATIONS 


11 MHz. Period- 
bs resolution of 100 
10 100 ps. Tlmebata Aging: ± 5 x 10 ' 
po, month Temperature Stability: ±5 
ppm, 0’C to 50 X. Display: LED, leading 
zero suppression, annunciation, and 
overflow. Autoranging: Automatically 
changes range seeking to fill all digits. 

20% hysteresis allows measurements to 
be made on signals containing large 
amounts of FM and phase M. Autoreset: 

Every time a front panel button is ac¬ 
tivated. Data Output Option (-02): Seven digits of BCD 
units Information. 

Model 1900A. 

Model 1900A-01 with battery. 

Model 1910A. 

Model 1910A-01 with battery. 

Model 1911A. 

Model 1911A-01 with battery. 

Model 1912A . 

Model 1912A-01 with battery. 

^CHARGE IT—VISA*MASTER CARD* 



GLOBAL SPECIALTIES CORP. 

DIGITAL CAPACITANCE METER 

MODEL 3000 fc-HOCn 

REG. $124.95 OUR PRICE $1 1 rl.5U 
FEATURES 

• Lo-Bat Indication. • Power Switch. 

• Range Switches. • 3-1/2 Digit Display. 





DESCRIPTION 

The Global 3000 offers 3-1/2 digit resolution, 
accuracy to 0.2% of reading,^capacitance 

switch selection of capactiance range. The 
0.5 inch high numeric LCD display has annun¬ 
ciators to indicate low battery and excessive 
compensation of stray capacitance 

(- Indication). A front panel Zero ADJUST control permits nulling of 
capacitance, as might be associated with a cable lead to a test fix 
stand for positioning of the unit. 

APPLICATIONS 

Applications for the 3000 include sorting capacitors by value, selection of precision values, 
checking capacitor tolerances, matching sets of capacitors, and measuring unmarked 
capacitors. It can be used to measure cable capacitance, cable length by capacitance, 
capacitance of switches and other electronic components, capacitive coupling between printed 
circuit faces or wires, stray capacitance, capacitance of antenna components and systems, and 
capacitance of networks. The 3000 also demonstrates the physios of capacitance, especially In 
-—— —*— 1 — 1 — 1 —"—*“—*—tlonal applications. 


ig of stray and incidental 
st fixture. Also included Is a 


process control 
SPECIFICATIONS 
Range: 8 ranges with 
resolution of 1 pF, 20 


litf340g in 


m 200 pF with a resolution of 0.1 pF, 1 nF with a 
i of 10 pF, 200 nF with 100 pF, 2uF with a 1 nF and 20 
e have an accuracy of ± (0.5% + 1 dgt + 0.5 pF). 
olution of 100 nF are accurate by ±(1.0% + 1 dgt). 

/racy of ±(2.0% + 1 dgt). Power Re- 
3) 6.85"x 3.54"x 1.42" (174 x 90 x 36 


GLOBAL SPECIALTIES CORP. shortsqueek 

MODEL SQ-1 REG. $79.95 OUR PRICE $69.95 NEW! 



3RTSQUEEK is a special type of ohmmeter that 
ill changes, of resistance. Therefore, It Is an Ideal i 
of a short circuit. It does this by taking advantage 
rees of "short circuits”, the very lowest resistance 
rt. Since SHORTSQUEEK can respond to very small .... 
ins of an audio tone, whether Its probe tip Is being mo\ 




I. When tl 
quickly. 


langes In resistance It Indicates, by 
>ved towards or away from the 

_.he probe along the wire or PC board 

pitch Is the highest, the probe Is at the 
tone will begin to drop again. Since use of 

POTENTIAL USERS 

Generally, Test, Quality Assurance, Repair, and Field Service operations of the following 

•Manufacturers of all types of PC boards. • Independent electronic test and repair services. 

• Manufacturers of equipment which utilize PC boards (computer electronic control systems, 
machine tools, process machinery, etc.) 

• Manufacturers of high density wired systems (electronic backplanes, communications swlt- 

SPECIFICATIONS 

Power 6 to 20 VDC, 50 mA. filtered. Tone Shift: 1200 to 4000 Hz, typical. Range: 1 ohm to 
0.01 ohm, typical. 


GLOBAL SPECIALTIES CORP. 

3-1/2 DIGIT 0.1% DIGITAL CAPACITANCE METER 
MODEL 3001 
REG. $325.00 

OUR PRICE $275.00 

SPECIFICATIONS 

Range: 9 ranges, from 1999 pF t 
199.900 uF full scale. Accuracy: 

±0.1% of reading ±1 digit ±1 pF 
on 7 lower ranges, ± 0.5% of 
-—ding ± 1 digit on 2 upper ranges determined 
l.01%/*C in all ranges. Technlqu 


* 


n. Controls: 9 posl---...---- 

■— Offset Adjustment Range: Greater than 100 pF. This 

--appearing at the input, e.g. as when cable 

max. 18" cable. Display: 3-1/2 digit high 
Indication: Display flashes at approximately 
ut Protection: 1/2 amp 250 volt fuse. Input 

_prlng tensioned Test Clips and Test Cable 

ernal range calibration adjustment. Power Re¬ 
ts: 220-240 VAC, 50/60 Hz optional. Operating 
H x D): 10 x 3 x 7 inches. (254 x 76 x 178mm). 


5’ C. Temperature C<_ 

th (dual threshold slope Integration).^ 


inner, Technl 

$395.00 - - 

$445.00 

.$475.00 

.$595.00 

$575.00 

.$695.00 

.$725.00 

$835.00 

AMERICAN EXPRESS • Toll Free 800-645-9518 • NYS Toll Free 800-832-1446 


iges 
ltage:3.5vc 

_calibrate adjustment_ 

allows nulling of any stray or cable capacitance appearing at 

connects unit to high volume test fixture; permits max. 18" ca_ ....... . 

brightness 0.5" character height LED. Overrange Indication: Display flashes 

2 Hz. Underrange Indication: Zeros displayed. Inp-‘ — 1 — * “-*“ 

Connection: Twin banana Jacks. Mating plug-ln m 
included. Calibration Adjustment: One internal 
guirements: 105-125 VAC, 50/60 Hz, 6 wa “ 

Temperature: 5-45-C (40-110'F). Size (W: 

Weight: 3 lbs. (1.4 kg.). 
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NON-LINEAR SYSTEMS 

PORTABLE OSCILLOSCOPES 
15 MHz TRIGGERED MINISCOPE 
MODEL MS-15 __ 

REG. $466.00 0 UR PRICE $379.95 

15 MHz DUAL TRACE TRIGGERED 
MINISCOPE 

MODEL MS-215 (470 OR 

REG. $596.00 OUR PRICE 9.90 






NON-LINEAR SYSTEMS 

30 MHz DUAL TRACE TRIGGERED 
MINISCOPE QK 

MODEL MS-230 OUR PRICE $639.95 
REG. $779.00 



SPECIFICATIONS 

VERTICAL 

• Mode: CH 1, CH 2, CH 1 & CH 2 (chopped) SCH1 


at 3 division deflection. 

__,_„_,_ch selectable. Low fre¬ 
quency 3 dB point on AC Is 3 Hz. 

• Rise Time: Approximately 10 nSec at 3 division deflection. 

• Deflection Factor: 10 mV/div to 50V/div in 12 calibrated 
ranges. Accuracy is 3% of full scale with vernier In full 
clockwise position. Vernier provides continuously variable 
deflection factor between fixed ranges, uncalibrated. 

• Maxi^mum^npu't^/oltage^SOV^DcHandpeak AQ PR 

HORIZONTAL 


selectable. 


s through CH 1 
21 calibrated 


•ckwise position. Vernier provides cc 


ranges. The ranges can be calibrated*with the^kfifgahi 





NON-LINEAR SYSTEMS 

THE DYNATI 



$135.00 


Ifesssssa— 





K= 

pssii~rZ 


NON-LINEAR SYSTEMS 

THE TOUCH/TEST 20 MULTIMETER 

A Truly Remarkable Test Lab In a Three-pound Pi 

ou» .rice $420.75 


:L TT-21 with LCD readout 

$553.00 OUR PRICE $470.00 

:L TT-21 Bwlth LCD readout, batteries and charger 

$595.00 OUR PRICE $505.75 



sis 

to 

t ^ 888 com - 
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A.W p SPERRY 
ol pr.ce $34.50 V 
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AW SPERRY dcs 

VOLT-OHM-AMMETER 
MODEL SDC-701 


METER 

dr* 


$310.00 
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WIRE WRAPPING ACCESSORIES 


OK TOOLS WIRE WRAPPING KIT 


• Pre-stripped wire i” to 4" lengths (50 w 
package) stripped 1" both ends. 



WK-2-Y 

WK-2-W 

WK-2-R 

WK-2-B 


Wire-Wrapping Kit (Yellow) 
Wire-Wrapping Kit (White 
Wire-Wrapping Kit (Red) 
Wire-Wrapping Kit (Blue) 


$17.40 

17.40 

17.40 

17.40 


OK TOOLS WIRE WRAPPING KIT 

MODEL WK-3 blue 

OUR PRICE $21.95 

CONTAINS 

• Hobby wrap tool WSU-30. 

• Roll of wire R-30B-0050. 

• (2) 14 DIP’S. 



OK TOOLS WIRE WRAPPING KIT 

MODEL WK-4 blue 

OUR PRICE $32.95 

CONTAINS 

• Hobby wrap tool WSU-30M. 

• Wire dispenser WD-30-B. 

• (2) 14 DIP’S. 

• (2) 16 DIP’S. 

• Hobby board H-PCB-1. 

• DIP 1C insertion tool INS-1416. 

• DIP 1C extractor tool EX-1. 

• PC Edge connector CON-1. 



OK TOOLS 

WIRE WRAPPING KIT 
MODEL WK-5 

OUR PRICE $79.95 

CONTAINS 

• Battery Tool BW-630 

• Hobby Wrap Tool WSU-30M 

• PC Edge Connector CON-1 

• DIP/IC Extractor Tool EX-1 

• DIP/IC Insertion Tool INS-1416 

• PC Card Guides & Brackets TRS-2 

• Mini-Shear with Safety Clip MS-20 

• 14, 16, 24 and 40 DIP PIN Sockets 

• Terminals WWT-1 

• Tri-Color Wire Dispenser WD-30-TRI 

• Hobby Board H-PCB-1 

• Product Catalog 

Use “C" size Nl-Cad batteries (not included) 


OK TOOLS PC BOARD 

MODEL H-PCB-1 

OUR PRICE $7.95 

DESCRIPTION 

The 4 x 4.5 x 1/16 inch board is made of 
glass coated EPOXY Laminate and features 
solder coated 1 oz. copper pads. The board 
has provision for a 22/44 two sided edge 
connector, with contacts on standard .156 spacing. Edge contacts are non- 
dedicated for maximum flexibility. 

The board contains a matrix of .040 in. diameter holes on .100 Inch centers. 
The component side contains 76 two-hole pads that can accommodate any 
DIP size from 6-40 pins, as well as discrete components. Typical density is 18 
of 14-Pin or 16-Pin DIP’S. Components may be soldered directly to the board or 
intermediate sockets may be used for soldering or wire-wrapping. 

Two independent bus systems are provided for voltage and ground on both 
sides of the board. In addition, the component side contains 14 individual 
busses running the full length of the board for complete wiring flexibility. 
These busses enable access from edge contacts to distant components. 

These busses can also serve to augment the voltage or ground busses, and 
may be cut to length for particular applications. 



OK TOOLS HOBBY WRAP TOOL 

MODEL WSU-30 regular wrap 

OUR PRICE $9.30 

MODEL WSU-30M modified wrap 

OUR PRICE $10.65 


DESCRIPTION 

Wire-wrapping, stripping, unwrapping tc 


I for AWG 30 on .025 (0,63mm) square 


OK TOOLS just wrap 

MODEL JWK-6 

OUR PRICE $36.00 

CONTAINS 

• JUST WRAP Tool 

• Roll of Blue Wire, 50 ft. 

• Roll of White Wire, 50 ft. 

• Roll of Yellow Wire, 50 ft. 

• Roll of Red Wire, 50 ft. 

• Unwrapping Tool 

OK TOOLS JUST WRAP T 

MODEL JW-1 

OUR PRICE $21.95 



OK TOOLS WIRE DISPENSER 

FEATURES 

With 50 ft. roll of AWG 30 KYNAR® wire-wrapping 
length. 



WD-30-B Blue Wire 

WD-30-Y Yellow Wire 

WD-30-W White Wire 

WD-30-R Red Wire 


OK TOOLS 

DISPENSER REPLACEMENT ROLLS 

DESCRIPTION 

Wire for wire-wrapping. AWG-30 (0.25mm) 
KYNAR® wire, 50 ft. roll, silver plated, 
solid conductor, easy stripping. 



30-AWG Blue 50 ft. roll 
R-30Y-0050 30-AWG Yellow 50 ft. roll 
R-30W-0050 30-AWG White 50 ft. roll 
R-30R-0050 30-AWG Red 50 ft. roll 


OK TOOLS IC INSERTION/EXTRACTION KIT 
MODEL WK-7 

OUR PRICE $43.40 

DESCRIPTION 

Widely used by major retailers—electronic service 

serters to accommodate all IC's from 8-40 pins. All 
tools that engage conductive surfaces are CMOS 
safe and Include ground^ng^lugs^ where appropriate. 

MSI and SSI devices from 8 to 24 pins; EX-2 removes 
24-40 pin IC’s, .600" centers; plus Inserter INS-1416 
DIP/IC 14-16 pin with narrow profile, pin straightener 
built into tool, and automatic ejector; inserter 
MOS-40 aligns bent-out pins; Inserter MOS-2428 for 
24-28 pin IC's; and inserter MOS-1416 for 14-16 pin 
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LUXO 

EXHAUST FAN LAMP 
MODEL 16159 
REG. $139.95 

OUR PRICE $99.95 

DESCRIPTION 

Exhaust Fan Lamp K__ 

comes on a 45” adjustable heavy 
duty K-arm. Separate switches for 
fan and lamp. 4 bladed fan delivers 
100 CFM at 2900 RPM. Equipped 
with 3 conductor cord. FC8T9/CW22 
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■VISES BUY THE HEAD THAT FITS THE BASE 


PANAVISE 

ORIGINAL BASE 
MODEL 300 
OUR PRICE 

$14.95 

DESCRIPTION 

Designed for all normal per¬ 
manent installations. Three 
lugs spaced 120 degrees 
apart provide maximum 
mounting stability. Overall height: 3-13/16” (97mm). 
Base diameter 5” (127mm). 



PANAVISE 

LOW PROFILE BASE 

MODEL 305 

OUR PRICE $14.95 

DESCRIPTION 

Permits working close to 
bench top. Straight front 
flushes to edge of working 
surface. Overall height: 2-5/8" (67 mm). Base 
diameter: 5" (127 mm). 



PANAVISE 

VACUUM BASE 
MODEL 380 
OUR PRICE 

$21.95 

DESCRIPTION 

Attaches instantly 
and securely to any 
smooth, non-porous 
surface. Ideal for a variety of set-ups. Half turn of 
mounting lever attaches and releases powerful suc¬ 
tion pad. Overall height: 3-3/16" (81 mm). Base 
dimensions: 5" x 4-1/4". 



PANAVISE WEIGHTED 
BASE MOUNT 
MODEL 308 

OUR PRICE $16.75 

DESCRIPTION 

This cast iron mount weighs 
5 lbs. (2.3 kg) and has 
neoprene non-marring, anti¬ 
skid feet. 



PANAVISE 

BENCH CLAMP 
MOUNTING BASE 
MODEL 311 
OUR PRICE 

$21.95 

DESCRIPTION 

Securely clamps to the 
edge of a work bench c 
counter. Attaches with 
clamp screw which 
opens to a maximum 
3-1/2" (89 mm). 


PANAVISE WIDE OPENING HEAD 

MODEL 366 

OUR PRICE $19.95 



DESCRIPTION 

Grip range to 6-1/2” (165 mm). 

Reversible and replaceable . 

pads are neoprene. These are ribbed oi 
and a wide ‘v’ configuration on the other to firmly 
hold cylindrical objects. This multi-purpose vise has 
a matte black finish to reduce eye fatigue. 


PANAVISE 

LOW PROFILE HEAD 

MODEL 304 

OUR PRICE $20.95 

DESCRIPTION 

Provides extremely low profile 
work positioning, especially when 
used with MODEL 305 Low Profile 
Base. Replaceable steel jaws. 



PANAVISE TRAY MOUNT AND 
SOLDER STATION 
MODEL 312-P 
OUR PRICE 


$14.95 



DESCRIPTION 
HOLD STANDARD 
BASE, PARTS AND 
TOOLS on Model 312 
Tray Base Mount, a 
wide 8-1/4" with 6 slip 
resisting feet which also holds Model 371 Solder 
Station. 


PANAVISE 

ORIGINAL 
VISE HEAD 



DESCRIPTION 

Wide 2-1/2” (63 mm) jaws open to 2-1/4” (57 mm). 
Head is pressure diecast aluminun alloy, with steel 
and brass inserts. Hammertone gray/green finish. 
Replaceable nylon jaws. 



PANAISE J 

CIRCUIT 
BOARD 
HOLDER 

model 315 wnf-mm 

OUR PRICE ^ 

$20.45 

DESCRIPTION 

Holds p.c. boards exactly where you want them. Spr¬ 
ing loaded arm for quick board changes. V grooves 
for boards to 5/32 (4 mm) thick. Second set of lateral 
grooves near tip ends for exceptionally small p.c. 
boards and small electronic parts. Standard model 
holds p.c. boards up to 8" (203 mm). Cross bars up 
to 30" (762 mm) and extra arms are available for 
multiple board use. 


PANAVISE SELF-CENTERING 
EXTRA 
WIDE 
OPENING 
HEAD 



PANAVISE SOLDER STATION 
MODEL 371 OUR PRICE $6.95 


iron holder_ 

control led-feed holder for 
standard spools of 
solder and wire plus two 
nib sponges with self¬ 
purging slits. The station 
attaches right to the 
PanaVise Tray Base oi 
weighted Base Mount 

Panavise, creates a in¬ 
convenient and func¬ 
tional work center. Parts, tools, wire, solder, and iron 
are all exactly where they should be. The Solder Sta¬ 
tion is also designed to be used separately as a free 
standing unit and can be conveniently attached to a 
bench or wall. It can be easily changed for left- 
handed use. Holds standard 25 watt irons. 



PANAVISE WIDE OPENING HEAD 
AND BASE 
MODEL 396 
OUR PRICE 

$33.95 

DESCRIPTION 

Designed 
specifically fc 
holding electrical 
and electronic 
products in any 
position for 

assembly or repairs. The PanaVise 396 is a com¬ 
bination of the 366 Wide Opening Head and the 300 
Standard Vise Base. Each full turn of the insulated 
handle permits micro-adjustments to the exact 
pressure required. 


IE WIL/t UHENINU MLAU 

■-* 


PANAVISE base 

AND HEAD 

MODEL 301 

OUR PRICE $32.95 

DESCRIPTION 

The Standard PanaVise Model 
301 tilts, turns, and rotates. 

This general purpose vise, con¬ 
sisting of the Standard Base Model 300 and Model 
303 Head, has nylon jaws with a satin finish for a 
firm grip. All this versatility simplifies work pro- 



PANAVISE 

VACUUM BASE 
AND HEAD 
MODEL 381 

OUR PRICE $39.95 

DESCRIPTION 

PanaVise 380 Vacuum 
Base combines with the 
Model 303 Standard 

PanaVise Head to create . . 

the same versatility of the Standard PanaVise with 
portability. Half turn of the mounting lever attaches 
' releases powerful suction pad to allow set-ups 
— variety of locations with smooth non-porous 
surfaces. 



DESCRIPTION 

Double action jaws provide opening and closing and 
support of heavy loads. Opens to a full 9”. Ribbed 
on one side and ‘V’ grooved on the other, the 376’s 
reversible jaw pads firmly hold cylindrical or odd 
shaped items. Fits all of the Series 300 bases. 


PANAVISE vacuum mount 

MODEL 379 

OUR PRICE $14.95 * m 

* HP™ 

DESCRIPTION 

A heavy duty suction. 4 
pad which attaches r® 
firmly to any nonpori 
smooth surface. It is 
pre-drilled for attaching 
your own instruments or devices with 3 holes two 
inches apart. Flat surface 3” x 3-1/4”. 
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COMPUTER ACCESSORY 

BP HEAVY DUTY SPIKE PROTECTOR 
WITH SURGE PROTECTION 
MODEL NF-728 

OUR PRICE $4.95 
10 FOR $40.00 

FEATURES 

• Protects all valuable equipment. 

• Single outlet with noise filter 
and surge protection. 

• Gold and Silver plating. 



GENERAL ELECTRIC 

VOLTAGE SPIKE PROTECTOR 
MODEL G ESP-752 
OUR PRICE $8.95 esch 
10 FOR $80.00 

DESCRIPTION 

Voltage Spike Protector limits voltage transients 
that might damage equipment. It plugs Into a 
120-volt grounded AC receptacle and protects TV 
stereos, and other sensitive electronic eoulDmen 

against lightning st. 

surges. Contained « 


varistor ?hat permits 


SGL WABER DATAGARD dg-iis series spike 


PROTECTION ONLY 
MODEL DG-115P 

OUR PRICE $35.00 

Wall Plug-In Unit. 

MODEL DG-115S 

OUR PRICE $45.00 

12" Strip for Multiple Plug-In. 


DESCRIPTION 

The DG-115 Series Includes two models 



efectric'm'otor'stallups andshutdowns* 


- a plug-in unit and a 12" multiple outlet strip. Both 
. provide protection to each outlet. These two units 
from low energy voltage spikes commonly caused by 


®Mo BER * L ™’ a* 

OUR ™ce $ 19.95 

SfSS SCSfftSSHu P, 




SGL WABER power master 

model lm- 2100 nilDpmcE $79.95 


DESCRIPTION 


r use at wall receptacle 


filtered outlets. 3 stage spike filter and 3 sta( 

prevent spikes and noise. Ea-'- 1 — 

tectlon. Noise filtration provl 
Unit designed for two wire (h 
Ing filter protection. 

SPECIFICATIONS 
Outlets: One "U" ground duplex (2 out 
Plugs into 110/120 volt (normal house i 



SGL WABER power master 

model LM-2200 
OUR PRICE $119.95 


on/off switch wth built-in amber light ci 
stage noise filter prevent spikes and nc 



here additions 


are required. Master 
-- spike filter and 3 

____ .like protection. Noise 

........... r ___insverse mode. Unit designed for two wire (hot and neutral) 

devices requiring filter protection. 

SPECIFICATIONS „ e , T „ 

Outlets: 4 “U" ground duplexes (8 outlets); Power Supply Cord: 9 foot 14/3 SJT; Case: 
Fabricated steel with baked-on beige finish; Component Colors: Outlets-belge, power supply 
cord-beige, master on/off switch-beige housing with built-in amber pilot light; fuse holder- 
black; Overload Protection: 15 amp fuse (slow-blow); Voltage Skip and Noise Protr ' 

— — ..—--‘-has Isolated spike protection); Dims 


stage filter network (each outle 
I 'D; Mounting Dimensions: Enc 
Weight: 6 lbs. 


e: Single; Shipping 


SGL WABER multiple outlet strips 

model UL25PCB-6 MODEL UL25CB-6 model UL800CB-6 
OUR PRICE $69.95 OUR PRICE $52.95 OUR PRICE $44.95 



SGL WABER multiple outlet strips 



Mod., outiot. aggro ea, 


fti i it 11 


OUR PRICE $19.95 10 FOR $180.00 
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COMPLETE TOOL CASES 
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TOOL KITS 


WELLER XCELITE s 


OUR PRICE $21. 95 

Includes nine Allen hex type screwdrlvi 
blades (99-20 thru 99-26), 99X5 extensii 
blade, 99-1 handle. 



METRIC HEX SOCKET SCREWDRIVER SET 
MODEL 99PS-41 MM OUR PRICE $21.95 

Includes seven metric Allen hex type blades (99-71 MM thru 99-77MM In 
2.5, 3, 4, 5), 99-X5 extension blade, 99-1 handle and plastic case with se 


BALLPOINT HEX SOCKET SCREWDRIVER SET 
MODEL 99PS-40BP OUR PRICE $32.95 

Includes nine Ballpoint Allen hex type screwdriver blades (99-20BP thru 99-26BP), 99-X5 ex 


METRIC BALLPOINT HEX 
SOCKET SCREWDRIVER SET 
model 99PS-41MMBP 

OUR PRICE $27.95 

Includes seven screwdriver blades 
(99-71MMBP thru 99-77MMBP In mm. sizes 
1.27, 1.5, 2, 2.5, 3, 4, 5), 99-X5 extension 
blade, 99-1 handle, and plastic case with 


NUTDRIVER/SCREWDRIVER 

SET 

MODEL 99PS-50 

OUR PRICE $27.95 

Includes seven regular nutdriver blades (99-6 
thru 99-12), two slot tip screwdriver blades 
(99-811 and 99-250), two Phillips screwdriver 
blades (99-821 and 99-822), 99-X5 extension 
blade, 99-1 handle. 


METRIC NUTDRIVER SET 
MODEL 99PS-51MM 

OUR PRICE $29.95 

er blades (99-4 


9,10,11), 99-X5extensl 


4.5, 5, 5.5, 6, 7, 8, 


BRISTOL MULTIPLE-SPLINE 
TYPE SCREWDRIVER SET 
MODEL 99PS-60 

OUR PRICE $21.95 

s^rewdhve'r'blades'jM^ei'thrti 99^69V^9-X5 


SCRULOX® SCREWDRIVER 
SET 

MODEL 99SL 

OUR PRICE $14.95 

Contains four Scrulox screwdriver blades for 
square recess screws (99SL 0, 1, 2, 3), one 
slotted blade (99-250), 99-1 handle (regular). 


MINI-DRIVER KIT 
MODEL M-60 

OUR PRICE $7.95 

Contains one Phillips screwdriver (#00), five 
slotted screwdrivers (.040", .055", .070", 









^^^^o E s L ^fw C cr E A R C L C r 0 s NVER ™ LE 
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SCREWDRIVER/ 

NUTDRIVER SET 
MODEL PS-7 

OUR PRICE $13.95 

Contains two nutdrivers (1/4” and 5/16"), tw 
slot tip screwdrivers (3/16" and 3/32"), two 
Phillips screwdrivers (#0 and #1), torque hai 



SCREWDRIVER/NUTDRIVER 

SET 

MODEL PS-130 

OUR PRICE $19.95 

#2) n th l ree'^oted h screw S dr'ivers r (im”, 3/16"''* 
and 1/4”), five nutdrivers (3/16", 1/4”, 5/16", 
11/32" and 3/8"), torque handle. 


SCREWDRIVER SET 
MODEL PS-88 

OUR PRICE $15.95 


1/8", 5/32", 3/16”, 1/- 


Phillips 

handle. 


HEX SOCKET SCREWDRIVER 
SET 

MODEL PS-89 

OUR PRICE $14.95 


3/32", 7/64", 1/8”), torque handle 


i", 1/16", 5/64", 


METRIC HEX SOCKET 
SCREWDRIVER SET 
MODEL PS-90MM 

OUR PRICE $16.95 

Contains eight drivers (hex sizes -89m 
1.27mm, 1.5mm, 2mm, 2.5mm, 3mm, 4 
5mm), torque handle. 


NUTDRIVER SET 
MODEL PS-120 

OUR PRICE $18.95 


tin. 


Il 



METRIC NUTDRIVER SET 
MODEL PS-121 MM 

OUR PRICE $22.95 

Contains 10 drivers (hex sizes 3mm, 3.5rr 
4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 
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TOOLS 


XCELITE HANDLES AND SCREWDRIVERS 

DESCRIPTION 


id blades. Plastic he 


id special purposes 


DESCRIPTION 


BRISTOL 6-FLUTE 

_ MULTIPLE-SPLINE SCREWDRIVERS 

PRICE _ (Working length 4") _ 


Regular <1-1/16”x4-1/8”) S 2.95 MoutL 
Junlor (1”x3-1/8”> 2.95 99-61 

Stubby (1-1/16”x2"> 2.95 99-62 

Tee (V'xlWffl") 3.50 99-63 



XCELITE 

FREARSON 

(REED & PRINCE) TYPE 


Model Blade Blade Overal 


furnished (optionally at extra costfwfth btades 
which have been Insulated by plastic dip-coating. 


POCKET CLIP STYLE 

R3322 2" 4-1/4” 

R3323 3132" 3" 5-1/4” 

R3324 4" 6-1/4" 



INCH SIZES 

(Color-Coded Handles) 

DRILLED SHAFT 
Midget Pocket Clip Style 
(3-1/2” Overall Length) 


NUTDRIVERS 

(Stubby working length 1-3/8”) 
tegular and magnetic working length 3-i 
or 92.08mm, except where otherwlae no 


5/16" Stubby 
11/32" 

3/8” 

3/8" Stubby 


BALL POINT ALLEN HEX 
SOCKET TYPE SCREWDRIVERS 
2.25(Worklng length 4” or 101.60mm) 


99-21 BP 
99-22BP 
99-23BP 
99-764BP 
99-24BP 


2.95 99-71MMBP ! 1.27mm 

2.95 99-72MMBP 1.5mm 

2.95 99-73MMBP 2mm 

2.95 99-74MMBP 2.5mm 

2.95 99-75MMBP 3mm 

2.95 99-76MMBP 


2.95 99-77MMBP 5mm 


ALLEN HEX SOCKET TYPE 
SCREWDRIVERS 
(Working length 


99-SLO 

99-SL1 

99-SL2 




HS18 Red™ 
HS18 Orange 


(10-1/8” Overall Length) 


11/32" 3.95 
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PLIERS 


Key to Plier Dimensions 
A—Overall length D—Jaw thickness 

B—Jaw length E—Knife length 

C—Jaw width F—Point thickness 

All dimensions on this page in inches 


KLEIN POINTED NOSE, 
SEMI-FLUSH CUTTING 



KLEIN MATRIX CUTTERS, 
SEMI-FLUSH CUTTING 


^ ■—»r r 



Model A B C D 

D263-4C/D102-4C 4 3/16 7/16 1/4 $12.95 


KLIEN SLIM LONG NOSE 



Model A B C 0 F Price 

D307-5-1/2 5-9/16 1-3/4 17/32 5/16 1/16 $8.95 

D307-5-1/2C With coil spring. 9.95 



LONG NOSE ELECTRONIC PLIERS 


KLEIN SHORT SLIM NOSE 



Model A B C D F Price 

0321-4-1/2 4-3/4 1-1/16 7/16 1/4 1/32x1/16 $9.95 

D321-4-1/2C With coil spring. $10.95 


KLEIN KLEIN STANDARD 
LONG NOSE 



Our 

Model A B C D F Price 

D301-5 5-9/16 1-9/16 11/16 3/8 3/32 $ 9.95 

D301-5C With coil spring & 1/16”. 9.95 

D301-6 6-5/8 1-15/16 11/16 3/8 3/32 9.95 

D301-6C With coil spring & 1/16”. 10.95 

D301-7 7-1/8 2-7/16 11/16 3/8 3/32 9.95 

D301-7C With coil spring & 1/16". 9.95 


KLEIN KLEIN STANDARD 
DIAGONAL CUTTERS 



This is the basic Klein diagonal cutting plier with 
tapered nose and standard bevel cutting knives. 
Model A B C D Our Pries 

D245-5C 5 11/16 9/16 3/8 $9.95 


KLEIN SEMI-FLUSH 
DIAGONAL CUTTERS 





KLEIN STANDARD LONG NOSE 
WITH SIDE CUTTERS 


Model A B C D Price 

D210-5C 5-1/2 13/16 11/16 7/16 $10.95 

D210-6C 6-1/16 13/16 11/16 7/16 10.95 


KLEIN FLAT NOSE 



Model A B C D E F Price 

D203-5 5-9/16 1-9/16 11/16 3/8 1/2 3/32 $9.95 

D203-5C With coil spring & 1/16” point. 9.95 

0203-6 6-5/8 1-15/16 11/16 3/8 1/2 3/32 9.95 

0203-6C With coil spring & 1/16” point. 10.95 

D203-7 7-1/8 2-7/16 11/16 3/8 1/2 3/32 10.95 

D203-7C With coll spring & 1/16" point. 11.95 


KLEIN STANDARD MODEL CUTTERS 



KLEIN NARROW POINTED NOSE 


Model A B C D F 

D327-5-1/2C 5-9/16 1-3/4 17/32 5/16 1/16 


KLEIN SHORT SLIM NOSE 
WITH SMOOTH JAWS 


OUR PRICE 
$10.95 



Model 

D322-4-1/2C 


A B C D F 

4-3/4 1-1/16 7/16 1/4 1/32x1/16 


Our 

Price 

$10.95 



<hh 


Similar in design to semi-flush 
plier, but not relieved. 

Model ABC 

D219-4C 4-3/16 1/2 7/16 

D219-5C 5 5/8 9/16 


cutting D209 series 


Our 
D Price 
1/4 $ 9.95 

3/8 10.95 
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PLIERSI 


Key to Plier Dimensions 

A—Overall length D—Jaw thickness 

B/— Jaw length E—Knife length 

C—Jaw width F—Point thickness 

All dimensions on this page in inches 


KLEIN BX CUTTER 


KLEIN TAPERED NOSE, 
EXTRA-NARROW JAW, 
FULL-FLUSH CUTTING 



Fine, narrow jaw taper and narrow hinge. 
Model A B C D Our Price 

D259-4C 4-3/16 1/2 13/32 1/4 $12.95 


KLEIN HIGH-LEVERAGE 
CABLE CUTTER 


VERAGE £ 



DESCRIPTION 

Cable-gripping, shear-type jaws cut up to 4/0 
aluminum (not ACSR)... up to 2/0 copper... up iu 
100-pair, 24-gauge communication cable. Makes 
clean, efficient cuts. Compact... only 9-1/2”. 
Model Length Our Price 

63080_9-1/2” (24,1cm)<16.95 


KLEIN TRANSVERSE 
END CUTTERS 


KLEIN CURVED 
CHAIN NOSE 


Designed to bend and form fine wire. Extra-sllm 
nose for delicate work in narrow spaces. 60° bend 
at nose permits easy access to work and full visibili- 


0320-4-1/2C 4-5/8 7/8 13/32 


KLEIN TAPERED NOSE, 
MIDGET JAW, 
FULL-FLUSH CUTTING 



KLEIN HIGH-HARDNESS 
POINTED CUTTERS, 
SEMI-FLUSH CUTTING . 



knives hardened tc- 

Nose only 1/16" (16mm) at tip for ut 
spaces. 



KLEIN CURVED NEEDLE NOSE 


DESCRIPTION 
High-leverage, shear-type design for one-hand opera 
tion. Cuts cable easily and quickly. With stripping 
notches. Bow in handle designed to restore BX 
cable to original shape after cutting. Our 

Model Length Length of Cut Price 

1104 7” (17.8cm) 1-1/8” (2.9cm) $11.95 


DESCRIPTION 

Cuts and crimps wire 
operation. 

Model A B 


KLEIN LONG NEEDLE NOSE WITH^ 
SMOOTH JAWS 


Semi-flush cutting knives at tip. Ample 5/8” (16mm) 
jaw slot for wire end. Our 

Model A B C D E F Price 

D224-4-1/2C 4-5/8 5/16 7/16 1/4 1/8 1/8 $10.95 


KLEIN SQUARE NOSE 
SIDE CUTTERS 



A B C D E Price 

6- 1/4 1-3/32 29/32 1/2 9/16 $10.95 

7- 5/16 1-9/32 1-5/32 1/2 5/8 1 0.95 

8- 1/2 1-7/16 1-7/32 5/8 23/32 11.95 

9- 1/4 1-19/32 1-5/16 5/8 25/32 1 2.95 


KLEIN LOCKING PLIERS 



MODEL 10310 

OUR PRICE $9.95 

Dimensions: 10” (254 mm) Straight Jaw Plier 

KLEIN-LOK™ PLIERS 

DESCRIPTION 

Versatile 10" locking pliers. Rugged, powerful, a “must" fo 
every tool user. Pliers adjust easily to lock at any size with 
desired amount of pressure. Release lever opens jaws fully 
Can also be used as non-locking pliers. Top-grade alloy 
steel: heat treated for maximum strength and durability. 



DESCRIPTION 

60° bend at nose for maximum work visibility, 
especially in confined areas. Polished Inside jaws 
and radiused jaw edges to prevent nicking wire 
With coil spring. Blue plastic-dipped handles. 




(13) (5) 


KLEIN CURVED NOSE PLIER 


DESCRIPTION 

Nose curved to approx. 70° angle for working 
around obstructions and in hard-to-reach spaces. 
Provides full view of work area. Yellow plastic- 
dipped handles. 


D302-6 


6-1/4 


11/16 1-3/4 3/32 


(159) (38) (17) (10) (44) 



DESCRIPTION 

Similar to D318-5V4 above, but with smooth inside 
jaws and radiused jaw edges to prevent nicking 
wire. With coil spring. Blue plastic-dipped handles. 
Modal A B C D F 0ur 

D328-5'/iC 5-13/32 1-3/4 1/2 5/18 1/16 Price 

(137) (44) (13) (8) (1.6) $12.95 


KLEIN MIDGET SLIM NOSE WITH 
SMOOTH JAWS 



DESCRIPTION 

Similar to D321-4'/! above, but with smooth inside 
jaws and radiused jaw edges to prevent nicking 
wire. With coil spring. Pastel plastic-dipped handles. 
Model A B C D F Our 

D322-4V.C 4-3/4 1-1/16 7/16 1/4 1/32x1/16 Price 

U344 4/IO /101\ m\ fill f fulfil C11QC 


KLEIN EXTRA-SLIM 
NEEDLE NOSE 



DESCRIPTION 

Long, narrow nose and slim hinge for efficient use 
in extremely close quarters. Finely knurled jaws grip 
thin wire without damaging It. With coil spring. 
Pastel plastic-dipped handles. 


KLEIN UNIVERSAL SIDE CUTTERS 

DESCRIPTION 

Knurled front jaws, toothed pipe grip, and side cut¬ 
ting knives. With wire cutters on both sides and 
blue plastic-dipped handles. 

Modal abode Our 

12M8 8-1/2 2-1/4 1-1/32 1/2 9/16 Price 

(216) (57) (26) (13) (14) $12.95 
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SPECIALTY TOOLS 


XCELITE COAXIAL WIRE STRIPPER 



FEATURES 

• Fast, precise and easy to operate. 

• Lightweight—weighs only 1 ounce. 

DESCRIPTION 
The coaxial wire stripper Is fast, precise and easy to 
operate. Will do RG 58, RG 59, RG 122, RG 174 and 
RG 8281. This tool will srtlp every coax wire with an 
O.D. between .14 and .30 Inches. Its small, 3.5” long, 
compact body allows the operator to use It in many 
areas which Previously prevented post-stripping 
coax wires. Can be easily carried in a tool pouch or 
pocket and utilized In the field or in the plant. The 
removeable cassette blades are rated for up to 
10,000 strips and give clean, crisp cuts. Cassette 
number 2C-B(blue) will cut exposed braid to a lenght 
of .24 (6mm), number 2C-Y (yellow) will cut exposed 
braid to a length of .48 (12mm). Tool body Is con¬ 
structed of fiberglass reinforced nylon. 

2CS5962-B Coax tool w/blue cassette, for BNC & 

TNC conn.Our Price $34.95 

2CS55962-Y Coax tool w/yellow cassette, for 

UHF conn.Our Price $34.95 

2C-B Replacement blue 

cassette.Our Price $13.75 

2C-Y Replacement yellow 

cassette.Our Price $13.75 


CABLEMATIC 


$ 


COAX CABLE STRIPPER 
MODEL UT 5800 

OUR PRICE $14.95 

Prepares cable for installation of PL-259 with 
UG-175/U on RG-58 cable. 

MODEL UT 5900 

OUR PRICE $14.95 

Prepares cable for installation of “F" connectors on 
RG-59 size cable. 

MODEL UT 5901 

OUR PRICE $14.95 

Prepares cable for installation of PL-259 with 
UG-176/U adapter or TV wall plate on RG-59 cable. 

UT SERIES COAX CABLE STRIPPERS 
Precise—Machined to precision tolerances. 
Simple—Two step operation. Even the unskilled 
make perfect strips every time. 

Uniform—Strips cable to same dimensions every 
time, no matter who uses it, without nicks or scrat- 

Prevents trouble calls—Can’t nick center conductor 
or leave loose strands to cause shorts. 

Saves time—Prepares cable for connector in less 
than 15 seconds. 

Lifetime use—Replaceable blades designed for long 
life. 


CABLEMATIC cable crimp tool 

MODEL CR595A 

OUR PRICE $14.95 

Standard 




PALADIN AUTOMATIC HAND 
WIRE STRIPPER 


MODEL PA1100 

OUR PRICE $42.95 



DESCRIPTION 

This innovative automatic hand wire stripper has a 
built-in sensor which enables it to strip No, 28 
through No. 12 AWG wire, solid or stranded without 
adjustment. Its fiberglass re-lnforced nylon body is 
virtually indestructable and electrically insulated 
from any shock hazards. The built-in self-sharpening 
cutter allows the operator to cut and strip in one 
operation with one tool. The front feed gives 
freedom of use in the tightest of spaces. The 
stainless steel, self-adjusting, stripping blades are 
industrially tough and built for up to 100,000 strips 
or more. Will do as many as six conductors 
simultaneously in bonded or molded cables. Stripp¬ 
ing length: adjusts up to 7”. 


PA2101 Replacement 
stripping jaw. 


Our Price $13.75 


CABLEMATIC hex crimp tool 

model CR-596A 
OUR PRICE $29.95 



DESCRIPTION 

The Hex Crimp to 
the CATV and MATV installer. It 
fits the installer’s belt. 


Ratchets are eliminated by the design of the 
“positive homing action” for the tool to assure 
crimp every time. 

The hex dimension for the RG-59/U is .262” and 
6/U is .324”, on a flat-to-flat measurement. 


PALADIN FLAT RIBBON CABLE 
STRIPPER 




MODEL PA1120 
,OUR PRICE 

$135.00 

MODEL PA1121 

OUR PRICE $135.00 


DESCRIPTION 

These tools strip up to 32 conductors of bonded, 
laminated or twisted pair conductor flat cable — a 
major advance in flat cable preparation technology, 
both in function and versatility. 


Two varieties of the tool are available. The PA1120 
strips the insulation completely off the cable while 
the PA1121 strips the insulation back, but does not 
remove it, thus preserving the centerline spacing. 


No other flat ribbon cable stripper on the market to¬ 
day can equal the quality or cost effectiveness that 
this tool delivers. 


XCELITE MINI-CRIMPER 
THE MECHANICAL CRIMPING TOOL 
MODEL MIC-58 OUR PRICE $74.95 
MODEL MIC-2214 OUR PRICE $59.95 


Ne* ! 



PALADIN MINI STRIPPER 


Compact, Self-Adjusting Wire Stripper 
MODEL PA1115 


OUR PRICE 

$34.95 

\ 

DESCRIPTION 

Designed for smaller wires, the new version of the 
Stripex features the same high quality and versatili¬ 
ty. The Mini Stripper will strip solid or stranded 
wires from 16 to 30 AWG. A built-in cutter 
eliminates the need for a second tool. 


The compact size of the PA1115 Mini Stripper is 
especially attractive for those tight jobs where 
space is at a premium. It is designed to fit the hand 
and operate with the lowest force possible, thus 
eliminating operator fatigue. 

Half the size and twice the versatility of competitive 
tools. Another innovation in wire stripping from 
Paladin Corporation. 


REPLACEMENT STRIPPING BLADES 
MODEL PA2108 

OUR PRICE $10.95 _ 

PALADIN CABLE TY GUN 
MODEL PA1825 

OUR PRICE $52.50 



DESCRIPTION 

Paladin’s new Cable Ty Gun gives the user high 
quality at a truly economical price. 

The Ty Gun tensions the ty’s and cuts them cleanly 
without leaving ragged edges. 

The tension adjustment gives great flexibility in 
selecting bundling pressure while keeping operator 
fatigue to a minimum. 
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TOOLS 


XCELITE 

MAGNETIC NUTDRIVERS 

REGULAR MAGNETIC 


NUMBER 

HANDLE 

COLOR 

HEX 

OPENING 

OUR 

PRICE 

8M 

Red 

1/4” 

$4.40 

10M 


5/16” 

4.40 


EXTRA LONG 

— MAGNETIC 



(10-1/4" OVERALL LENGTH) 


L8M 

Red 

1/4” 

$5.40 

L10M 


5/16” 

5.40 


SUPER LONG 

i-MAGNETIC 



(20-7/8" OVERALL LENGTH) 


LL8M 

Red 

1/4" 

$11 95 

LL10M 

Amber 

5/16" 

1l!95 


XCELITE MIDGET RATCHET OFFSET KIT 
MODEL XL-75 

OUR PRICE $10.95 

DESCRIPTION 

Five piece Midget Ratchet Offset Kit set In see-thru 
plastic pouch. All driver bits. 1/4" hex shank. 

XCELITE MIDGET REVERSIBLE 
RATCHET OFFSET SCREWDRIVER SET 
MODEL XL-70 

OUR PRICE $36.95 

DESCRIPTION 

Contains 12 Allen hex type screw bits (.050", 1/16", 

5/64”, 3/32”, 7/64", 1/8", 9/64”, 5/32", 3/16”, 7/32", 1/4", 

5/16"), two slotted screw bits (1/4", 3/16"), two Phillips 
screw bits (#1 and #2), 1/4" hex to 1/4" square adaptor 
bit, 3-3/4"reverslble ratchet, 6" spinner/extension with 



XCELITE HEAT SINK 

MODEL 80 

OUR PRICE $4.95 

DESCRIPTION 

For soldering close to delicate transistors or fine wires and ne« 
electronic components, copper jaws, spring tension, smooth fir 


0 FOR $45.00 


rx"* 


XCELITE ELECTRONIC SHEARS 

MODEL 96CG 
OUR PRICE $8.40 

DESCRIPTION 

5", 4 oz. For flush-cutting wire up to 14 AWG, red cushion-grips, spring loaded. 

MODEL 97CG 
OUR PRICE $11.40 

DESCRIPTION 

Same as 96CG but includes “Klip-Grip" to hold cut-off wires. 


0 


XCELITE 4-WAY POCKET TOOI 

MODEL 600 

OUR PRICE $5.95 

CONTENTS 

• 7/16” Nutdriver. 

• No. 1 Phillips type screw. 

• 3/16" Slotted screwdriver. 

XCELITE PLASTIC POUCH SET 

MODEL 157 

OUR PRICE $19.95 

DESCRIPTION 

Contains 7 drivers, with 1-1/8” to 1-7/8" depth 
8,10,11,12, Hand 16. 

MODEL 177 

OUR PRICE $22.50 

DESCRIPTION 



XCELITE ELECTRICIAN’S KNIFE 

MODEL K-22 1=S9«_ 

OUR PRICE $11.95 


XCELITE SCREWDRIVER SETS 
MODEL SDX-22 

OUR PRICE $14.95 

DESCRIPTION 

Contains 5 pieces, all Phillips. Catalog Nos. X-100, X-101, X-102, X-103, 
SX-102. 

MODEL SD-3V 

OUR PRICE $4.95 

DESCRIPTION 

screws^ P-'lls'fmVtliNips^ead'screws.^ 181 ’ 301 

MODEL SRX-33 

OUR PRICE $17.95 

DESCRIPTION 

Screwdriver Set No. SRX-33 contains 6 pieces — 

Phillips head screws, R184, R3166, R5166, R144 f 



XCELITE 

SUPER-TRU TIP (PHILLIPS TYPE) SCREWDRIVER S 
MODEL XST-3 

OUR PRICE $9.95 



s. Catalog Nos. XST-100, XST-101, XST-102. 


XCELITE SUPER-TRU TIP (PHILLIPS TYPE) 
SCREWDRIVER SET 
MODEL XST-5 

OUR PRICE $19.95 



XCELITE SUPER-TRU TIP (PHILLIPS TYPE) 

DESCRIPTION 

The bright, nickel chrome bit 


in control. The advt ... 
the reduction of damage to 

SPECIFICATIONS 


Model Point Blade Blade Overall 0lir 

N° S'" »s) (Ws) » 


XST-100 

XST-101 

XST-102 

XST-1010 

XST-1020 


1/4 


4-4/8 

6-5/8 

8-1/8 

13- 5/8 

14- 1/8 


LUFKIN SPECIALTY TAPES 
EXECUTIVE® THINLINE 
MODEL W-606 

OUR PRICE $7.95 

DESCRIPTION 

Yellow clad. Polished chrome 
case. Spring ac-* 


LUFKIN ECONOMY TAPE MEASURE 

DESCRIPTION 

Yellow clad. Lightweight—672m model is 2 
oz. High strength matt-black finished case. 


126(W826) 

Y8210(W8210 

Y8212(W8212) 


1/2" x 6’ 
1/2" x 10’ 
1/2” x 12’ 
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AEG RECHARGEABLE SCREWDRIVER 
MODEL EZ-502 

OUR PRICE $79.95 


DESCRIPTION 

Cordless power for remote 
sorewdrlvlna applications. — 

FEATURES 

• Forward/Reverse operation. 

• Adjustable 2-poaltlon hinged-handle. 

• Four-stage torque control • Compact, lightweight design. 

*d S out?oMhe-way places. 


AEG RECHARGEABLE DRILL/DRIVER 
MODEL EZ-505 

OUR PRICE $119.95 


irk takes you. Perfect for 
arlous out3o'or work' Including boats, electrical, air condl- 
onlng and telephone Installation. Battery pack recharges In 


KLEIN SEVEN-TOOL KIT 
model 1305-33A 

OUR PRICE $49.95 



DESCRIPTON 

Handy kit for electricians and servicemen. Blue vinyl roll-up 
Contains the following toola: 

No. D201-6NE Side Cutting Filer, No. 0301-6 Long Nose Filer, 
No. D202-5 Diagonal Cutting Flier, No. 1550-2 Electrician’s 

Knife, 4" (102 mm) File and Handle, ----- 

Tweezers, No. 19410 6” (152 mm) Sc 


n) Electrician’s 



KLEIN DRIVE-A-MATIC NUT DRIVER 
MODEL 632 OUR PRICE $11.95 


IS. Eliminates hunting for the right driver. Hex 
le proper size as you turn It. Will drive or 
rom 1/4” (6.4 mm) to 7/16” (11.1 mm) and hex- 
i No. 6 to 1/4” (6.4 mm). Tough plastic handle 
to protect hands, makes turning easy. 


KLEIN MAGNETIC SCREWDRIVER 
WITH FOUR BITS j 

MODEL 19510 OUR PRICE 90.93 B 

MODEL 19520 OUR PRICE $9.95 * 



_lotted* bits for screw_ 

lei 19510: Blade Length 3 3/4” (95 mm), 
-- 1| 19 520 : Blade Length 7” (178 


UNGAR EXTRACTOR PLIERS 
MODEL 6980 

OUR PRICE $16.95 


2 FOR $30.00 


DESCRIPTION 

Extracts DIP’S from sockets 
and desoUterlng printed cir- 

FEATURES 

• DIP’S easily re 



GC ELECTRONICS deluxe 

SOLDERING AND PRINTED BOARD. 
STATION 
MODEL ST-10 t 



9 to 2” solder spools. Sturdy 

___je tilted and rotated 360” for 

nd convenience. Adaptable for right or left-handed 
ze (HWD): 9” x 7” x 7”. Shipping wt: 5 lbs. 


SGL WABER 

POWER MASTER 
CORDREEL 
MODEL CR-52 

OUR PRICE $14.95 

DESCRIPTION 

New from SGL, the 


Eed#—*5 


KLEIN BALL PEIN 


grain hickory hand ained and 


rounded peln. Straight- 



it 0»>f II Length Our Price 


803-8 Boz. (277g) 13” (330mm) $ 9.95 

803-12 12oz. (340g) 13'/i" (343mm) 11.95 

803-16 16oz. (454g) 14Vi" (368mm) 12.95 


KLEIN GOGGLES 

MODEL 60040^00* 

OUR PRICE 

$4.95 

DESCRIPTION __ 

General-purpose cover type protective goggles of soft vlnyi 
plastic. Comfortable and shaped to conform to facial con¬ 
tours. Fit easily over personal glasses. Top and bottom 
edges perforated for direct ventilation. Clear, one-piece .060" 

——— ’— ’----’e. Lightweight adjustable elastic 

ndard head size. 



KLEIN ELECTRICIAN’S 
STRAIGHT-CLAW MODEL 807-18 

/It OUR PRICE 

l $19.95 


DESCRIPTION 

Designed specifically for use In electrical wo 
balanced. Extra-long neck, straight-claw and 


narrow striking 

...... _____xes and other 

Polished, drop-froged, tempered steel head. 


table, perforated neoprene grip bond* 
Weight 18 oz. (510 g). Overall Length 


” (356 mi 



BP SOLDERING IRON HOLDER AND 
TIP CLEANER 

MODEL SK-533 cc cn 

OUR PRICE $O.OU 
DESCRIPTION 

Here's a tip on protecting your 
soldering Iron. The metal cage 
holds and protects the Iron bet¬ 
ween soldering Intervals while 
the outer coll stays cool to pre¬ 
vent burns. Attaches conve¬ 
niently to the sponge tray. 
Sponge helps prolong tip life by 
removing excess solder. Means 
smoother and more efficient ap¬ 
plication of heat every time. Ac- 
--- to a/... diameter. 


special- 


BP DESOLDERING PUMP * __ 

MODEL DS-110-BP OUR PRICE $7.95 




Your universal desoldering pump 

provides ample vacuum for most desolderlng requirement! 
and is designed for one-hand operation during rework or 
removal of all electronic circuit components. For comfort 
and ease of loading, the vacuum stroke can be adjusted l 


BP DESOLDERING/SOLDERINGJRON 
model FH-80 . \ 

OUR PRICE 

$9.95 

FEATURES ^ 


FORDHAM RADIO ■ 260 MOTOR PARKWAY * HAUPPAUGE « 


120 volts. 

Comes with at 
Lightweight, 

portable desolderlng/solderlng 

NEW YORK 11788 -^ 
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SPECIALTY TOOLS 


X-ACTO KNIFE CHEST 
MODEL 5082 

OUR PRICE $12.95 

DESCRIPTION 

Nos. 1,2 an. 
assorted exl 



X-ACTO DELUXE KNIFE CHEST 
MODEL 5083 

OUR PRICE $16.95 

DESCRIPTION 



X-ACTO KNIFE AND TOOL CHEST 
MODEL 5086 
OUR PRICE 

$29.95 

DESCRIPTION 



X-ACTO KNIFE AND TOOL CHEST 
MODEL 5087 
OUR PRICE 

$36.95 

DESCRIPTION 


description) plus: 
punch, hobbycraft saw, 


W'.'siuL'ii! 

' S 


X-ACTO HAMMER SET 

MODEL 7050 

OUR PRICE $9.95 

a * 


DESCRIPTION 


X-ACTO 

X-TRA HANDS 
MODEL 7514 
OUR PRICE 

$10.95 



PARTPICKER 
MODEL 7380 

OUR PRICE $3.95 

DESCRIPTION 


X-ACTO 

X-TRA HANDS 
WITH MAGNIFIER 
MODEL 7517 

OUR PRICE $16.95 

DESCRIPTION 

position 




X-ACTO DELUXE WOODWORKING 


MODEL 5089 

OUR PRICE $99.95 



DESCRIPTION 


heavy-duty knife, assorte 



X-ACTO MINI VACU-VISE 
MODEL 7370 
OUR PRICE $7.95 

DESCRIPTION 

pourous surfaces such as°gla 



1 T 


X-ACTO CORDLESS POWER DRILL 
SET 

MODEL 7377 
OUR PRICE 

$19.95 

DESCRIPTION 

A battery operated drill for light-weight metals, wood and 
plastics. Operates on 2 standard "C" flashlight batteries (not 
included). 

FEATURES 

collets for variable drill bit selection, sizes .025", .045" 
nd .093". 
grinding wheel 

assorted drill bits, sizes .028", .032", .040", 062", .078", 

wm'i k ^ ^ 
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X-ACTO 

C CLAMP SET 
MODEL 7446 

OUR PRICE $7.95 

DESCRIPTION 

4 assorted C clamps. 
Lightweight, high-strength 
aluminum with steel screws. 


X-ACTO TRIPLE KNIFE SET 
MODEL 5081 

OUR PRICE $9.95 


DESCRIPTION 



WEN POWER TOOL 
MODEL 2336 

OUR PRICE $89.95 

SSSSaa 

DESCRIPTION 

An elite group of precision power tools. Unique new 
tools—portable, powerful, compact—to drill, solder and sa: 
To shape, sand, polish, engrave. Easy to hold and handy to 
use. Will operate from Transformer Power Pack, 12V DC ca 
boat battery, 9-12V dry cell battery or flashlight battery pac 
Will handle a wide range of work around home, farm; In car 
vans, trailers; on boats and remote out of doors; ideal for 
model making and hobby and craftwork. 

FEATURES 

• Precision power tool, 14,500 RPM 

• Precision jig saw, 4000 SPM; angle cuts 0 to 45" 

• Precision 1(4" capacity drill; removable grip handle; 1200 



WEN ELECTRIC PENCIL ENGRAVER 
MODEL 21 

OUR PRICE $12.95 



il! Write, draw, engrave on woods, metals, 

-‘c. Super hard tungsten carbide Np; 7200 

** —-•—‘n. 5-1(4 lbs. Boxed or 


. reducing burglaries by having 
tluables for positive identifica- 


X-ACTO ANVIL 

MODEL 7058 

OUR PRICE $1 1.95 
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SOLDERING EQUIPMENT 



UNGAR HOT VAC DESOLDERliiu o.o,..., ^ hgse Qf 

re°g D $59 4 9 00 9?' U our pr.ce $419.95 UNGAR 4000-U 

HS1 


by a it C 3 e 


ssslsiiisisssssa: 
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SOLDERING TOOLS 


WAHL ISO-TIP® “60” CORDLESS 
SOLDERING IRON 
MODEL 7800 

OUR PRICE $44.95 

DESCRIPTION 

Fastest recharging cordless soldering Iron on the marke' 
to 125 electronic joints* per charge. Recha 


tip and instructions. 


attery Is ct 
ring Iron, r< 


charged. Cannot 


II. LED 
’ #7577 t?p,'#7545 


WAHL “QUICK CHARGE” ISO-TIP® CORDLESS 
SOLDERING IRON 
MODEL 7700 

OUR PRICE $34.95 

DESCRIPTION 

Recharges completely In 3 to 4-1/2 hours. A partially discharged 
tery returns to full capacity In an hour or two. Long lasting, prem 
quality nickel cadmium battery withstands high-rate charging 
without damage. Fully charged unit can make up to 125 electr-- 

Jolnts per charge. Cannot overcharge. -■■- 

Ing Iron, recharging stand. #7545 tip, #; 


is cordless solder- 


d. #7545 tip, #7546 tip and Instructions. 


WAHL THE ORIGINAL ISO-TIP® CORDLESS 

SOLDERING IRON 

model 7500 

OUR PRICE $29.95 

DESCRIPTION 

.ie greatest advance in soldering since electricity. 



Capacity equals th 

lly e pric€_,. 
ill types of 


25 electronic joints" 


WAHL ISO-TIP® FOLD ‘N S TORE 
MODEL 7290 

OUR PRICE $13.95 

DESCRIPTION 



nd prov 
ill. Clos 


nd, traveling case and storage, box, 
- for a hot iron - wi 


WAHL ISOTIP HIGH SPEED ELECTRONIC 
TECHNICIAN DRILL 
MODEL 6275 

OUR PRICE $39.95 

DESCRIPTION 

Operating at approximately 16,000 RPM, the drill Is Ideal for pro¬ 
totype development; revising/redesigning circuit boards; remov¬ 
ing solder from printed circuits and printed circuit boards; and 
cleaning lead holes. With an overall length of less than 6 Inches 
(minus drill bit), the drill can be used in confined areas, 
eliminating the need to remove circuit boards, chassis etc., from 
cabinetry when making a repair. 

Drill Includes 3-]aw chuck and 110V transformer packed In con¬ 
venient plastic storage bag. 

ALSO AVAILABLE 

Model 6550 Drill Bit #56.Our Price $1.75 



WAHL INDUSTRIAL 30 SOLDERING IRON 
MODEL 7250 



DESCRIPTION 

A 27-watt, constant temperature (690*F). Iron built for the indu 

Lightweight, cool and comfortable to use. Features include: cl- 

heating element wire for extended life; 3-wlre grounded burn-resistant cord; st 


Mi,)! 


e. Shaft end is threaded for e 


WAHL TIPS FOR CORDLESS IRON 
OUR PRICE $3.50each 4 FOR $12.00 


MODEL 7566 
MODEL 7545 
MODEL 7535 
MODEL 7546 <3 



Micro Soldering Tip 1/64" (,4mm). 

Fine Tip 1/16" (1.6mm). 

Regular Tip 5/32" (4mm). 

Heavy Duty Tip high wattage 3/16" (4.8mm). 


WAHL SPECIALTY TIP TUNER EXTENSION TIP Diameter 1/ 
MODEL 7556 OUR PRICE $5.95 
WAHL CIRCUIT BREAKER TIP 
MODEL 7541 OUR PRICE $3.95 


WAHL TIPS FOR MICRO SOLDERING STATIONS- 

MODELS 7230 and 7470 

OUR PRICE $2.95 each 10 FOR $25.00 

Copper Alloy Nickel Plated 

MODEL DIAMETER MODEL DIAMETER 

7252 5/32” / - 7256 1/25” 

7253 3/32" ^ (L , 7257 1/25" 

7254 1/16” 7258 1/25” 


WAHL ORYX MODEL PSU-6V 6-WATT SOLDERING STATION 
MODEL 7230 j 

OUR PRICE $39.95 

DESCRIPTION 

A low-wattage station complete with light-weight * 
soldering iron, transformer and accessories for - omm— 

precision work on delicate, miniaturized and 
other heat-sensitive components. Applicable 
wherever pin-point soldering accuracy is nf——' 

Includes 6" long, 1,--- A,J —*— 

3/32" B type tip - 


iz. Oryx soldering 


!?^r 0 rde?s^CSSlTp n e ! 



WAHL MICRO SOLDERING 

STATION 

MODEL 7470 

OUR PRICE $59.95 



station comes complete with sponge holder, tip-wiping sponge, soldering iron 
The compact station takes less than 12 sq. inches of bench space. Equipped 
re grounded power supply cord, the transformer base weighs just 1 lb., 2 oz. 

e temperature selector knob out turns the unit on and a red safety LED 
unit is plugged in and turned on. 


fflf 


WAHL THERMAL-SPOT CIRCUIT TESTER 

Finds Faulty Components Quickly and Easily 
MODEL 5800 

OUR PRICE $49.95 

DESCRIPTION 

The tester approaches the problem of thermally caused intermlttents 
logically—no heating and then artiflcally cooling the component with 
The tester directs heat to the suspected capacitor or transistor, one c 
nent at a time and heats them as In normal operation. 


WAHL ISO-TIP® PC DRILL 


Attachment To Convert Your 
Iron To a Portable Drill 
MODEL 6500 - 

OUR PRICE $15.95 

DESCRIPTION 



when replacing comp 
Often eliminates nee. 


or providing new holes fo 
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SOLDERING EQUIPMENT 
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SOLDERING ACCESSORIES! 


« b o^ e f s solderino,ron 
OUR PRICE $2,50..» 1. FOR $22.50 







EDSYN SOLDAPULLT Low Static Pi 
MODEL AS-196 _____ 

OUR PR.CE $22.95 


OUR PRICE $14.95 


BSKESB 


m 


ss 


S 


„ E o» 2 T e ANDARD SOLDAVAC 

ouTprice $10.95 


f&WSSSS'' 


ss£ r w& 

GC ELECTRONICS f,ne line buf 

==SSA 





fg^ss|s~r 


sssns 


SBt..? 


9/ k"h c ^, 

«-~ 4 =c=qj| 



EDSYN LOW STATIC F 
MODEL LS-197 

OUR PR.CE $4.95 


safeTj*-" t=x J® 

IISSSSS-* 


:l DS-017 
OUR PR.CE $18.95 


EDSYN micf 

model C MRT^16 " 
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EDUCATIONAL KITS 


PPG/KITS 

SIGNAL INJECTOR 
model 802 Parts Kit* 

OUR PRICE $4.95 
model 702 Circuit Board 
OUR PRICE $3.50 


The 802 Signal Injector Is an important and 
fundamental piece of test equipment. Thus, il 
belongs on any serious technician’s test 
bench. The circuit is basically an astable 
multivibrator or free-running oscillator, and ai 
such It Is one of the more popular types of 
oscillators In use today. The signal !n|ector 
puts out a 1,500Hz signal that can be used at 
an aid In the troubleshooting of audio equip- 
—nt such as radios, stereos, and tape 


WHATYI 


IT YOU WILL LEARN: 

• R/C timing circuits. 

• Transistor switching circuits. 

• Astable multivibrators. 


PPG/KITS 

DECISION MAKER 
model 808 Parts Kit* 
OUR PRICE $4.95 
model 708 Circuit Board 
OUR PRICE $2.95 


PPG/KITS DOUBLE 
DECISION MAKER 
model 811 Parts Kit* 

OUR PRICE $7.95 



DESCRIPTION 

The 808 Decision Maker makes for an In¬ 
teresting heads talls ,or yes-no game. When 
power is applied to the circuit the neon bulb! 
will blink; that Is, they will alternately flash o 
and off. When switch SI is pressed (opened) 
only one of the bulbs will stay lit. Label one 
bulb yes, the other no and you’re ready to 
make major decisions. 

WHAT YOU WILL LEARN: 

• Neon bulbs. 

• R/C timing circuits. 

• Relaxation oscillators. 

• Voltage drop. 


PPG/KITS 0-15 VOLT 
POWER SUPPLY 
model 830-PPG Parts Kit* 
OUR PRICE $18.95 
MODEL 730 Circuit Board 
OUR PRICE $7.95 



DESCRIPTION 

The 830 Is one 

transistor regi__ 

—i-*e r can build. I. 

wun tne necessary current t. ...._ 

radios, portable tape recorders, electronic 
games, and a host of PPG projects. The 830 i 
* “"■Me variable power supply that will 

ly years of good service. (300 ms 


supply voltages 


give you mi 


£!5? / J5!T S o s ^.J ¥AR GUN ppg/kits logic proge 

MODEL 805-PPG Parts Kit* 


model 803-P Parts Kit’ 
OUR PRICE $9.95 
MODEL 703 Circuit Board 
OUR PRICE $4.95 


DESCRIPTION 

The Space War Gun gives y 
sight and sound effects -■-■ 

-apld-fire 




modes a potentiometer allows for quick 
and easy adjustment of output pitch, or firing 

rapid-fire mode switch S2 remains clos- 
«i nnile the pressing of SI generates the 
“rapid fire". In the “stun" condition, S2 Is left 
open and the pressing of SI produces the out- 

WHATYOU WILL LEARN; 

• 555 C and 556 t/mer circuits. 

• R/C timing circuits. 

• VCOs (voltage controlled oscillators). 



ff. The lit LEDs will indicate a 
’’no’’ or "maybe". If it’s a “maybe", 
want to^try again. It’s a great convera 

al gift. Why not make two or three am 

_,__appropriate oc< 

should be a simple decision. 

WHAT YOU WILL LEARN: 



PPG/KITS 3-CHANNEL, 
4-CONTROL COLOR ORGAN 
MODEL 836 
Parts Kit* 

OUR PRICE 

$14.95 

MODEL 736 
Circuit Board 
OUR PRICE $6.95 

DESCRIPTION 

The 3-Channel Color Organ gl 
effect by flashing three string 

Each string responds to its o\ 
range; one forUw tow or bast 

frequencies. Any FM radio, stereo, 
phonograph, or tape player can be used as a 
signal source; one just connects the output, 
(speaker leads) directly to the color organ. Up 
to 150 watts of light per channel may be used 
That is over 20 Christmas lights for each char 
nel, or 60 bulbs In all. When enclosed behind i 
light diffusing piece of plastic, the display car 
be very impressive. 

WHAT YOU WILL LEARN: 

• SCRs (silicon controlled rectifiers). 


" another for the 


OUR PRICE $7.95 
model 705 Circuit Board 
OUR PRICE $4.95 


le piece of test equipment to be used 
ill digital logic families. It gives a clear 
ition of HIGH OR LOW condition, In- 

and obtains power from the circuif under 
Furthermore, it is portable, easy to use, 

electronics hobbyist or technican. Operating 
range • D/C to 100 Hz. 

WHAT YOU WILL LEARN: 

555 timer. 

TTL and CMOS ICs. 

• Logic gates. 

• LED indicators. 


PPG/KITS 

SIREN OSCILLATOR 
model 812 Parts Kit* 

OUR PRICE $9.95 
model 712 Circuit Board 
OUR PRICE $4.95 


DESCRIPTION 

The 812 Siren/Code Oscilator L . 
jects In one. With switch S3 open, the device 
functions as an excellent code practice 
oscillator. Pressing S2 produces a tone of un¬ 
varying pitch. S2, In turn, could be replaced 
with a regular code key for serious practice. 
The project is also a siren. With S3 closed, 
pressing S2 results In a steadily rising tone 
from the 8-ohm speaker. When S2 is released, 
the tone descends In pitch. Thus you control 
the overall rising and falling pitch of the siren 
with the closing and opening of S2. 

WHAT YOU WILL LEARN: 

• Voltage dividers. 

• R/C timing circuits. 

• VCOs (voltage controlled oscillators). 

• Amplifiers. 


PPG/KITS 6-DIGIT 
DIGITAL CLOCK 
model 876 Parts Kit* 

OUR PRICE $49.95 
model 776-PPG Circuit Board 
OUR PRICE $10.00 



technology. 

The 876 has many special features such as: 
50Hz or 60Hz timebase operation, 12 or 24 
hour mode, slow/fast/hold buttons for easy 
setting, seconds display, color LEDs to 
separate hours and minutes, and finally brlgh 
seven-segment LED displays. This Is a clock 
you will be proud to build and own. 

WHAT YOU WILL LEARN: 

• Switching transistors. 

• Power transformers. 

• Rectification. 

I LS| 6 (farg e scale integration) ICs. 



PPG/KITS 

BURGLAR ALARM 
model 806 Parts Kit* 

OUR PRICE $6.95 
MODEL 706 Circuit Board 
OUR PRICE $2.95 



DESCRIPTION 

The 806 Dual Burglar Alarm Is designed to be 
used wlUi normally open (S3) and normally 

(closing 81) the normally closed switch Is 
opened or the normally open switch Is closed, 

even if switches S2 and S3 are reset. The only 
way to turn off the alarm Is to open SI. SI 
could hq a key switch if you prefer. Many 
connections could be used for the 

------Pitches, or security foil are 

just a few suggestions. And by placing N/C 
switches In series and N/O switches in 
parallel, an almost Infinite number of areas 
can be protected. Comes complete with a 

WHATYOUwIlL LEARN: 

• SCR (silicon controlled rectifier). 

• Diode operation. 


types of cc 
N/O and N/ 


PPG/KITS ROBOT BLINKER 

model 814 Parts Kit* 

OUR PRICE $4.95 
model 714 Circuit Board 
OUR PRICE $4.95 


DESCRIPTION 

The LED Robot Blinker alternately fli 
pair of LEDs at a rate of about two 
per second. Even though the project Is a t< 
there Is a great deal of electronic knowled 
to be gained by understanding how it worl 
The circuit Is basically an astable 
multivibrator or free-running oscillator, an< 
such It is one of the more popular types o 
oscillators In use today. You’ll have fun 
buMding, displaying, and learning about th 

WHAT YOU W?LL LEARN: 

• Free-running oscillators. 

• Switching transistors. 


PPG/KITS DIGITAL BIRD 

model 878 Parts Kit* 

OUR PRICE $10.95 
MODEL 778 Circuit Board 
OUR PRICE $4.95 


DESCRIPTION 


they have probably fteard anything quite like 
this. The 878 Digital Bird produces sounds 
from a "tweeting" canary to a silly chicken, all 
with the turn of a few pots. It’s fun unusual 
and entertaining. Moreover, the 878 is a good 
I— •- -ound synthesis; and a 

it could lead you in many ex- 
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WHAT YOU WILL LEARN: 

• Oscillators. 

• Transistor amplifiers. 

• Voltage dividers. 
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POWER SUPPLIES/INVERTERS 


BP 4 AMP REGULATED 
DC POWER SUPPLY 


MODEL SU-4A 

OUR PRICE $19.95 

SPECIFICATIONS 
Binding Post Terminals 

• Input: 115V AC 60 Hz. 

• Output: 13.8V DC - 3 AMP 
constant -5 AMP surge. 

• Short-Circuit Protection. 



BP 20 AMP PRECISION REGULATED DC POWER SUPPLY 
MODEL SU-20A 

OUR PRICE $79.95 



SPECIFICATIONS 

• Output: 13.8V DC - 20 AMP fully regulated low ripple. 

• Electronic overload protection with Instant automatic 

• Input: 117V. AC 60 Hz - Fuse Protected. 


BP FAN 

MODEL C-3 

OUR PRICE $17.95 

This 3.14 Inch fan has dla-cast aluminum 
casing and Is UL recognized. Color black. 

MODEL C-4 

OUR PRICE *1 f.90 

This 4-1/2 Inch fan Is also dle-cast alumlnun 
and has been UL recognized. Color black. 



CORDGARD electrical cord ducting 

For Safety In the Workplace 
DESCRIPTION 

Cordgard solves the problem of all 
those hazardous, ugly electrical wire- 
and cables running across the floor. 

This over-the-floot electrical cord du 
ting provides a quick, Inexpensive ai 
attractive way to protect and cover c 
trlcal cords and computer cables. T ‘ 

— --'—of Cordgard bl< 


# ¥ ‘’ 



neutral beige co 


G-6-BE 6 ft. 

G-15-BE 15 ft. 

G-50-BE 50 ft. 


$10.95 

24.95 

69.95 


SNAPIT 

AMP AC FAULT FINDER 
MODEL 49662 
OUR PRICE $5.95 each 
10 FOR $50.00 

CHECKS ALL THESE ELECTRICAL CIRCUIT CONDITIONS 

•Open Ground .Open Hot "Open Neutral 

•Correct .Hot/Ground—Reversed •Hot/Neutral—Reversed 

DESCRIPTION 

This revolutionary AC Fault Finder has Indicator lights r—* - 1 —* ~" 

-‘-h lighting arragement. Plug In add 

, missing grounds and/or correct w 


polartly, faulty wlrlr 


mm i 


ilgnals Indicate: reverse 


TRIPP LITE 

POWER INVERTERS 
Solid State Square Wave 
12 VDC to 117 VAC 

Quality solid state, efficient units 
deliver 117 VAC output from a 12 
VDC Input supply. Ideal for use in 
car, trailer, boat, truck, camper, fo 
lighting, radios, phonos, TV, busin 


ir needs dependent upon 4L» 4P®* 

you wish to use. Inverters Wfc * 

mmended for use with % "T- - 

>, air conditioners, fry V 3*^ * 


refrigerators, i_._ 

pans, toasters, coffee pots, In 
heater, heavy current devices 




series for AC output voltage at 60 

STANDARD SERIES 
TRAVELER’S POWER INVERTER 
MODEL PV-200 
OUR PRICE $79.95 

r or 220 watts Ir 


FREQUENCY CONTROLLED 

SERIES 

MODEL PV-250FC 

OUR PRICE $179.95 


3-1/2” x 6-1/2” x 5-1/2”. Shpg. Wt: 7 I 

POWER INVERTER 
MODEL PV-400 
OUR PRICE $129.95 


ttent. Equipped with on/off switch, sii 
t receptacle and fuse protection. Size 
1 x 6-1/2" x 9". Shpg. Wt: 14 lbs. 


on/off switch. Size: 3- 
Wt: 16 lbs. 

MODEL PV-500FC 
OUR PRICE $299.95 

500 watts continuous power or 550 watts In¬ 
termittent. Features — polarity protection on 
Input circuit, pilot light “overload", fuse pro¬ 
tection, 2 grounded type receptacles for AC 
i output, on/off switch. Jack on front panel 
facilitates remote on/off operation. Size: 

5” x 9-1/2" x 9”. Shpg. Wt: 19 lbs. 
POWERVERTER MODEL PV-1000FC 

MODEL PV-550 OUR PRICE $449.95 

OUR PRICE $179.95 1000 watts continuous power or 1100 watts 

550 watts continuous power or 600 watts In- intermittent. Polarity protection provided on 
termlttent. Provided with polalrty protection Input circuit. Pilot light Indicates overload, 

on Input circuit and pilot light to Indicate Has 2 grounded type AC outlet receptacles, 

overloads. Has on/off switch and two ground- circuit breaker protection, on/off switch. Jack 
ed type outlet receptacles. Size: on front panel facilitates remote on/off opera¬ 
s ' 1 x 9-1/2” x 9”. Shpg. Wt: 19 lbs. tion. Size: 5” x 9-1/2” x 17”. Shpg. Wt: 45 lbs. 


TRIPP LITE EMERGENCY POWER SYSTEMS 

POWER OUTAGE SOLUTIONS! (Batteries Not Included) 

MODEL SB-200 OUR PRICE $219.95 
MODEL SB-400 OUR PRICE $319.95 
MODEL SB-1000 OUR PRICE $649.95 


V* 


jninterrupted power when your line voltage falls, as 

Rugged rectangular wave form, DC to AC inverter for reliable AC power 

• Circuit breaker and/or fuse on the DC line to protect equipment from overload 

• Status Indicating power lights to Indicate presence of line power or battery power. 

• Multiple receptacles to handle all your power needs. 

• Frequency controlled 60 Hz ± Vi Hz (except for models SB-200 & SB-400) 

DESCRIPTION 

During normal conditions, line power feeds directly through the transfer relay to the load being 
powered. It also flows to the battery charger circuit, which converts high voltage AC to regulated 
low voltage DC. This control circuit monitors the battery charger, and cuts off the charge current 
when the battery Is fully charged, thus minimizing premature battery aging and water loss. It will 
also shut down the entire system when the battery drops to 10V (In a 12V system, or 20V In a 24V 
system), thus preventing damage to battery through over discharge. 

These SB models are designed for a variety of applications, such as telephones, computers, paging 
systems, and answering systems. Batteries are not Included, so the Indlvdual user can select the 

___. - — --- - 


the smaller self-contained BC units cannot operate for an ad 
tlon Information is Included with each system. 

SPECIFICATION 
CAPACITY (wattage) 

INPUT VOLTAGE (DC) 

Maximum, automatic transfer time from line power to 
battery power or back again 
OUTPUT VOLTAGE (AC) 

FREQUENCY (Hz) 

NUMBER OF AC PLUG-IN RECEPTACLES 
BATTERY CHARGE RATE (max) 

Recovery ratio (recharge time to running time @ 

CURRENT DRAW AT FULL LOAD (amps) 

IS THE AC INPUT OVER-CURRENT PROTECTED 
HEIGHT 
WIDTH 
DEPTH 
I WEIGHT 
ALARM INCLUDED 


ite time. Complete battery selec- 

200 SB-400 SB-1000 


60 Hz 
2 

2 amps 


jCALL US/WE ACCEPT PHONE ORDERS « TOLL FREE 800-645-9518 « NYS TOLL FREE 800-832-1446 
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CCTV MONITORS/SWITCHERS 






























CCTV CAMERAS 
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CCTV 

NEW! 


HITACHI 9” B&W MONITOR 

o“?33.75 



MODEL VM-910 

OUR PRICE $179.95 
MODEL VM-900 OUR PR.CE $129.95 





HITACHI LOW LIGHT 
NEWVICON TYPE CCTV ( 



wi7h A multiple T x unit ERA (VIDIC0N TUBE) SPECIAL! 































CCTV EQUIPMENT! 


PANASONIC PANNING & PAN/TILT MECHANISM HEADS 


MODEL WV-7220B 

OUR PRICE $179.95 

MODEL WV-7230B 

OUR PRICE $495.00 


MODEL WV-7260 

OUR PRICE $795.00 NEW! 




REMOTE CONTROL UNIT 


• Indoor panning system 


B - Indoor pan/tilt system 


WV-7330 

WV-7430 

WV-7490B 


WV-7260 

C • Outdoor pan/tilt system WV-7260 
WV-7260 


WV-7360 

WV-7460 

WV-7490B 


PANASONIC 

DUSTPROOF INDOOR HOUSING 
MODEL WV-71 20 

OUR PRICE $59.95 

Dimensions: 5-5/16"W x 14”D x 3-WH. 

MODEL WV-71 30 

OUR PRICE $99.95 

Dimensions: 5-7/8"W x 20-1in6"D x 7-1/6”H. 



PANASONIC outdoor housing 


CONTAINS THERMOSTATICALLY 
CONTROLLED HEATER AND FAN. 

MODEL WV-7150B 

OUR PRICE $349.95 

Dimensions: 7-1/2"W x 22-7/16”D x 8-11/16"H 

WEATHERPROOF 
OUTDOOR HOUSING 

BUILT-IN DEFROSTER t 

MODEL WV-7160B OUR PRICE $449.95 S-1/4"W x 27-9/16"D x 9-7/16"H 




PANASONIC 

CAMERA MOUNTING BRACKETS 




MODEL WV-7010 OUR PRICE $17.95 

Standard Indoor Celling Bracket 


MODEL WV-7015 OUR PRICE 
Standard Indoor Wall Bracket 

Holds camera with fixed focal length lei 
housing; mounts on wall; comes with ur 
multi-directional viewing; holds approx. 


$24.95 

ns and WV-7120C 



MODEL WV-831 OUR PRICE $40.00 

Deluxe Indoor Wall/Ceiling BracketHoids camera 

and housing; mounts on wall or celling; comes with 
universal head for multi directional viewing; holds ap- 


MODEL WV-7060 OUR PRICE 
Heavy Duty Outdoor Bracket 

Holds camera and outdoor housing; moi 
adjustable head tilts up to 45 1 from vert 
direction; holds approx. 44 lbs. max. 


$39.95 


MODEL WV-7030 OUR PRICE $55.00 

Heavy Duty Indoor Wall Bracket 

Designed to hold panning or pan/tllt mechanism, as well 


SPECIFICATIONS FOR ABOVE BRACKETS PLUS RECOMMENDATIONS FOR ABOVE HOUSINGS 



WV-7010 

WV-7015 

WV-831 

WV-7030 

WV-7060 

Products Mounted 
Housing 

WV-7120C 

WV-7120C 

WV-7120C, WV-7130 

No 

WV-7150C, WV-7160B 

PanfTllt Mechanism 

No 

No 

No 

WV-7220B, WV-7230B 

No 

Mounting 

Ceiling or stand 

Wall 

Wall or Ceiling 

. Wall 

Stand 

Mounting Head 

Mulit-directional 

Multl-directional 

Multl-directional 

Not applicalbe 

Adjustable 

Load Weight 

9 lbs. (4 kg) 

9 lbs. (4 kg) 

20 lbs (9 kg) 

33 lbs. (15 kg) 

44 lbs. (20 kg) 

Weight 

0.6 lbs. (0.28 kg) 

1.4 lbs. (0.63 kg) 

2.2 lbs. (1 kg) 

3.75 lbs. (1.7 kg) 

6.5 lbs. (3 kg) 
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CCTV LENSES 


CCTV LENSES BY RCA 


fil 81 cUm* 


RCA LENSES FOR TC-1501, TC-1502, TC-2011, and TC-2012 


RCA LENSES 

FOR TC-1501U, TC-1502U, TC-2011U, and TC-2012U, TC-5002, KP-120 


TYPE_MODEL_DESCRIPTION_OUR PRICE 

Standard TC-1886 16mm (No Iris) Fixed $ 20.00 

Wide Angle T-1888 8mm (No Iris) Fixed 69.95 

Telephoto V-35-1.7 35mm (No Iris) Fixed 85.00 

Zoom_V-12.6-75WI 12.5-75mm (No Iris) Motorized_619.00 


TYPE_MODEL_DESCRIPTION 


OUR PRICE 


Standard TC-1816 16mm (Auto Iris) Fixed $189.00 

Wide Angle TC-1810 8mm (Auto Iris) Fixed 225.00 

Telephoto TC-1824 25mm (Auto Iris) Fixed 199.95 

Zoom TC-1841 12.5-75mm (Auto Iris) Motorized 799.00 

Zoom Control V-100C For Above Lenses 179.95 

Zoom TC-1846/D2 11-110mm Outdoor Zoom 1095.00 

Zoom Control V-100ZF_For Above Lenses _192.00 


CCTV LENSES BY 


new 1 


MODEL _ 

DO-3818 

DO-813 

DO-1213 

DO-1616 

DO-2514 

DOZ-13M 

DOH6X12.5QM D-3 

DOH6X12.5G-SN D 

PH-935 

AI-9 

AI-16 


DESCRIPTION _ 

Fixed Wide Angle 
Fixed Wide Angle 
Fixed Wide Angle 
Normal Lens 
Normal Lens 
Zoom Lens 

Motorized Zoom with Focus and Iris 
Motorized Zoom with Focus and Auto Iris 
Pin Hole Lens 
Auto Iris Fixed Lens 
Auto Iris Fixed Lens 


FOCAL LENGTH LENSES 


3.8mm 
8 mm 

12.5-75 

12.5-75 

12.5-75 


2/3” 

2/3” 

2/3". 1” 
2/3” 

2/3” -1” 
2/3" 


2/3” 

2/3” 

2/3" 


APERTURE 


F/1.8 

F/1.3 

F/1.3 

F/1.8 


F/3.5 


OUR PRICE 


$115.00 

69.95 


20.00 

49.95 

149.95 

599.95 

699.95 

199.95 

199.95 

169.95 


CCTV LENSES BY PANASONIC NEW-' 

FIXED-IRIS LENSES 

WIDE ANGLE LENS ADAPTOR 


MODEL 

DESCRIPTION 

OUR PRICE 

MODEL 

DESCRIPTION 

OUR PRICE 

WV-LM 16 

WV-LM 12/2 

Standard lens 16mm, f/1.6 fixed iris 

Standard Ians 12mm f/1 A fixad iris 

$20.00 

90.00 

VZ-ML10 

WV-CL51 

For WV-LM16 

For WV-LM 12/2 

$ 40.00 
180.00 

MANUAL-IRIS LENSES 



AUTO-IRIS LENSES 


MODEL 

DESCRIPTION 

OUR PRICE 

MODEL 

DESCRIPTION 

OUR PRICE 

MN-518 

MN-815 

Telephoto lens 50 mm, f/1.8 \ 
Wide angle lens 8.5mm, f/1.5 

with iris 

$80.00 

95.00 

WV-LA16A 

WV-LA8A 

Standard lens 16mm, f/1.4 

Wide angle lens 8mm, f/1.4 

$235.00 

270.00 

MOTORIZED ZOOM LENS 



WV-LA25A 

WV-LA50A 

KF-LA16A 

Telephoto lens 25mm, f/1.4 
Telephoto lens 50mm, f/1.8 
Standard lens 16mm, f/1.4 

245.00 

245.00 

320.00 

MODEL 

DESCRIPTION 

OUR PRICE 

KF-LA8A 

Wide angle lens 8mm, f/1.4 

350.00 

C10X16ASND 

Cl 0X16AM ND 

For 1” camera, Focal length 16 to 160 mm 
(10X) Auto-iris, with focus and 
zoom control CZ-50C 

For 1" camera, Focal length 16 to 160 mm 
(10X) Iris, focus and zoom control CZ-40C 

$3200.00 

3000.00 

KF-LA50A 

CF-25BSND 

CF-125ASND 

CF-50BSND 

Telephoto lens 25mm, f/1.4 
Telephoto lens 50mm, f/1.8 
Standard lens 25mm, f/1.4 

Wide angle lens 12.5mm, f/1.4 
Telephoto lens 50 mm, f/1.4 

340.00 

340.00 

450.00 

450.00 

475.00 

RECOMMENDED LENSES FOR PANASONIC CAMERAS (Prices Listed Above) 

MODEL 

TUBE LENS 

SIZE SUPPLIED 

NORMAL 

LENS 

WIDE ANGLE WIDE ANGLE TELEPHOTO 

LENS LENS ADAPTOR LENS 

LONG TELE. 

PHOTO LENS 

WV-140/144 
WV-1410/1414 
WV-1460/1464 
WV-1500/1504 
WV-1550/1554 
WV-1800 
WV-1800/1804 
WV-1850/1854 
WV-1900/1904 
WV-CD10 

1/2” No 

2/3" No 

2/3" No 

2/3” Yes, Standard 

2/3” No 

2/3” Yes, Standard 

1” No 

1" No 

Solid State No 

Element 

WV-LM 12/2, 12mm 
WV-LM16, 16mm 
WV-LA16A, 16mm 
Supplied, 16mm 
WV-LA16A, 16mm 
Supplied, 16mm 
CF25B, 25mm 
CF25BSND, 25mm 
CF25BSND, 25mm 
WV-LA16A, 16mm 

MN-815, 8.5mm 

MN-815, 8.5mm 
WV-LA8A, 8mm 

MN-815, 8.5mm 
WV-LA8A, 8mm 

MN-815, 8.5mm 

CF12.5A, 12.5mm 
CF125ASND, 12.5mm 
CF125ASND, 12.5mm 
WV-LA8A, 8mm 

WV-CL51 WV-LM16, 16mm 

VZ-ML10 N/A 

N/A WV-LA25A, 25mm 

VZ-ML10 N/A 

N/A WV-LA25A, 25mm 

VZ-ML10 N/A 

N/A CF-50B, 50mm 

N/A CF50BSND, 50mm 

N/A CF50BSND, 50mm 

N/A WV-LA25A, 25mm 

MN-518, 50mm 

MN-518, 50mm 
WV-LA50A, 50mm 

MN-518, 50mm 
WV-LA50A, 50mm 

MN-518, 50mm 

N/A 

WV-LA50A, 50mm 


HUlCHARGE IT—VISA*MASTER CARD*AMERICAN EXPRESS » Toll Free 800-645-9518 • NYS Toll Free 800-832-1446 
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AMPLIFYING EQUIPMENT! 


























P.A. EQUIPMENT 






































































P.A EQUIPMENT 




SS"” 

MODEL TP-100 

OUR PRICE $179.95 



MODELS TP-50, TP-100, TP-200 


afiffissr 


?o°si M N : 5 oTvi! RECE ' VE :o s OEtR 

OUR PRICE $239.95 OUR PRIC 

f “™"“sSb33SS- : Mi 

$s£ebe&’ 



sg“= 


S?dlpole S antenna and bi 



rSSSF ord player ' • s 



frioSrr 


38rr 


-I - /K* 

|SSSS"SSH!3S 

SRaKIW'Sp*""^ Wites-s-wwas, 


Li 


!0 watts 5” Round 


14,000 Hz. 120° 40° eV.-W.Tv.' 


0 watts 5” Round 


120 - 30’ syS^T 


-H& 


14,000 Hz. 120” 20" 6y4”W.4y4"D 120 20 lbs. 199.95 


3 CARD*AMERICAN E 
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AMPIFIERS/HORNS— __ 

sasss*- 


..... .. lellne, theGA-JIsthe 

^d«**S!8ftW a remo,e ,e,ephone ,ine ' mu,tipla headphones or a 

' 0 / In'any* 





psst:, ;ggga3SB»“ iKSSwSSr !J 





BOGlN® - 


m^e^p^eEr^^ers are designed to^supertTpe^omanceancUeliabHity.' 18 a " ,nPU,S ' Dr ' Ve P ° W6r B ° 9en 

“ aa«aM 

SSSSiSS^ 
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MICROPHONES 
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MICROPHONES! 



BP 24K GOLD PLATED MICROPHONE 



SPECIFICATIONS 

40-17,000Hz, 500 Ohm, -75dB ± 3dB at 1 Khz. Zinc diecast/260g 52 0%. 170m/m. 


SOUND GRABBER® microphone 

MODEL SG-111 



Th« d Iound a G?abber Is rugged, durable and light. It Is equipped with a 1/8" mike plug on a 
ten-foot cord. Adaptors are Included so you can use the mike with any recorder. 


MODEL DM-410 

OUR PRICE $16.95eech 

SPECIFICATIONS 

• Dual impedance 500 ohm or 50K ohm. 

• 20 ft. cable. 

-■"luency response: 80-15,000 Hz. 
sitivity: HU Imp — 52 dB; 


Brushed chrome 
BullUn on/off — 



BP DUAL IMPEDANCE DYNAMIC MICROPHONE 


MODEL DM-416 

OUR PRICE $29.95.. 




BP MATCHED PAIR STEREO MICROPHONES 
MODEL DM-705 
OUR PRICE $9.95 per pair 

SPECIFICATIONS 

• Dynamic microphones for 
cassette tape recorder. 

• Matched pair for stereo. 

« Low impedance. - 

• Sensitivity: —70 dB at 1 kHz. • With 

• Response: 60-12,000 Hz. • Bllsti 

• 4-1/2 foot cable. 


BP ELECTRET CONDENSER MICROPHONE 
MODEL EM-106 

OUR PRICE $1 9.95each 

FEATURES 
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CONNECTORS 


MODEL SP-218 

OUR PRICE 10 For $2.50 

100 For $20.00 


MODEL SJ-223A 
OUR PRICE 10 For $3.00 
100 For $25.00 ^ 

RCA plastic jack. 



MODEL AP-201 

OUR PRICE 79 c -Jf 

10 For $6.90 > 


MODEL AP-202 

0URP ^L c iI? C asfejfefeat 

10 For $6.90 

Molded both ends RCA jack. 

CB CONNECTOR 
MODEL SP-245 
OUR PRICE 99* 

10 For $9.00 

3 pin connector. 


CB CONNECTOR 
MODEL SP-250 
OUR PRICE 99< 

10 For $9.00 

pin connector. 


OUR PRICE 69*ea< 

10 FOR $4.90 

PL-259 plug. 

CB CONNECTOR 
MODEL SP-254 
OUR PRICE 79' 

10 For $5.90 

4 pin din plug. 

CB CONNECTOR 
MODEL SP-255 
OUR PRICE 79* 

10 For $5.90 

5 pin din plug. 

CB CONNECTOR 
MODEL SP-256 
OUR PRICE 79* 

10 For $5.90 

6 pin din plug. 


' 


MODEL SJ-223 
OUR PRICE 10 For $3.50 
100 For $30.00 

RCA shielded jack. 


CB CONNECTOR 
MODEL SP-265 
OUR PRICE $1.20 

10 For $10.00 


CB CONNECTOR 
MODEL CB-544 

OUR PRICE $1.25 
5 For $4.95 


c 

CB-552 
OUR PRICE 89* 

5 For $4.00 

(SO-239) chassis connector. 


OUR PRICE 

10 For $9.00 

(PL-258) double temale. 

CB CONNECTOR ^ 

MODEL CB-555 ^3| 

OUR PRICE 10 For $1.80" " 

(UG-175/U) adaptor for RG-58/U cable." 

CB CONNECTOR pMtfSS 

MODEL CB-556 

OUR PRICE 10 For $1.80 

(UG-176/U) adaptor for RG-59/U cable. 

CB CONNECTOR 

OUR PRICE 5 - 

10 For $1 2.( 

Universal jack adaptor adapts PL-259 
to Motorola type auto antenna jack or 
RCA type phono Jack. Net wt.: 18 gr. 


JNECTOR 

b-55 7 tmM 

e$1.50 

12.00 ' ' 


CB CONNECTOR 

MODEL CB 558 

OUR PRICE 4>£.UU » / 

10 For $18.00 

(M-359) right angle connector. 

CB CONNECTOR 
MODEL CB-560 
OUR PRICE $2.50 
5 For $10.00 

(M-358) T-connector. Mg j 

CB CONNECTOR 
MODEL CB-562 

OUR PRICE $1.50 
10 For $12.00 .ft 

Adaptor. 

CB CONNECTOR 
MODEL CB-563 

OUR PRICE $1.50 
10 For $12.00 

Double male adaptor. 



CB CONNECTOR 
MODEL CB-595 

OUR PRICE $1.50 
5 For $6.00 




le. Twist Ic 
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SPEAKERS 

BP 4” SPEAKER 10 OZ. CERAMIC MAGNET . 

MODEL BP-1000-4 

OUR PRICE $6.95 each 2 FOR $1 2.00 

SPECIFICATIONS 

• Air 

• 3/4" voice coll. 

• Frequency reeponse: 120-10,000 Hz. 

• Impedance: 8 ohme. 

• Dltpley package. 

BP 6” GENERAL PURPOSE SPEAKER 

MODEL 

OUR PRICE $3.95 each 

2 FOR $7.00 ' V->' "’-V-, v" 

FEATURES 

• 6" general purpose speaker with dust 

• 3 oz. ceramic magnet. 

BP 6” SPEAKER 

10 OZ. CERAMIC MAGNET 
model BP-1000-6 

OUR PRICE $7.95 each 

2 FOR $1 4.00 ' ,/ 

SPECIFICATIONS 

• Air 8U8penelon with foam edge. 

• Impedance: 8 ohms. 

• Frequency response: 50-15,000 Hz. 

• Display package. 

BP 8” SPEAKER 

3 OZ. CERAMIC MAGNET 

MODEL 

2 FOR $7.00 

SPECIFICATIONS 

• Frequency response: 70-15,000 Hz. 

• Impedance: 8 ohms. 

• Maximum power: 15 watts. • Display package. 

BP 8” COAXIAL SPEAKER 

10 OZ. CERAMIC MAGNET 

MODEL BP-1000-8CX 

OUR PRICE $9.95each 

2 for $18.00 

SPECIFICATIONS 

BP 4” DOME TWEETER 
model BP -4400 

OUR PRICE $7.95 each 

2 FOR $14.00 fB 

SPECIFICATIONS 

• 4.5 oz. magnet 

• Crossover frequency: 4000-2000 Hz. 

• Display package. 

BP 5-1/4” DOME MIDRANGE 

MODEL BP-4550 Jk 

OUR PRICE $12.95 each 

2 FOR $20.00 HHl 

FEATURES 

• 50 watts maximum Input. 

• Frequency range 800-14,000 Hz. 

• 2" mylar diaphragm. 

• Sensitivity: 93 dB. 

• Impedance: 8 ohms. 

• Cloth roll air suspended woofer. 

• Separate 3" high efficiency tweeter. 

• Frequency response; 70-15,000 Hz. 

• Impedance: 8 ohms. 

• Maximum power: 15 watts. 

BP 10” SPEAKER 20 OZ. MAGNET 

OUR PRICE $19.95each RM 

2 for $36.00 ■ 

SPECIFICATIONS 

• foam 

« Frequency response: 30-10,000 Hz. 

• Maximum power: 60 watts. 

12” SPEAKER 10 OZ. CERAMIC MAGNET 

MODEL BP-1210 OUR PRICE $12.95each 2 FOR $24.00 

SPECIFICATIONS 

• Air suspension speaker with foam edge. • Impedance: 8 ohms. 

• Maximum power: 25 watts. • Frequency response: 30-8000 Hz. 

BP SOFT DOME TWEETER .. 

MODEL BP-4600 #28 

OUR PRICE $12.95 each 

2 FOR $20.00 

FEATURES 

• Measures 4-1/2 x 3"v, „ ■ * - 

• 5.3 ounce ceramic magnet. , 5 ** ■ * ^ 

• 50 watt maximum input. 

• Frequency range: 2,000-20,000 Hz. 

• Impedance: 8 ohms. 

BP 3-WAY CROSSOVER NETWORK / *** \ 

MODEL BP-737 

OUR PRICE $7.95 each 2 FOR $14.00 

SPECIFICATIONS \ 

• Impedance: 8 ohms. 1 1 |Q*|L 

• Crossover: 700 Hz. 5 kHz. 

• Maximum power input: 40 watts. 

• Rolloff: 6 dB/oct. 

• Dimensions: 95 x 60 x 25mm. 

• Display package. 

12” SPEAKER 20 OZ. CERAMIC MAGNET 

MODEL BP-1220 OUR PRICE $1 9.95each 2 FOR $36.00 

SPECIFICATIONS 

• Air suspension speaker with foam edge. • Impedance: 8 ohms. 

• Maximum power: 50 watts. • Frequency response: 30-8000 Hz. 

BP 12” HIGH COMPLIANCE M 

SQUARE SPEAKER 

40 OZ. CERAMIC MAGNET 

MODEL BP-1240 mjmlB^MM 

OUR PRICE $29.95 each BRPRl^^HB 

SPECIFICATIONS 

• Air suspension with foam edge. 

iSSW 30 - 10 ' 000 ^ 

• ohms. 

• Maximum power: 60 watts. 

BP 3-WAY CROSSOVER NETWORK /&EL s jWf»p » 

MODEL BP-747 

OUR PRICE $1 0.95 each 2 FOR $20.00 

SPECIFICATIONS 

• Impedance: 8 ohms. M ■ $*** Wf \W 

• Crossover: 800 Hz. 5 kHz. A "Rffe 

• Maximum power Input: 50 watts. ^ 

• Rolloff: 12 dB/oct. 

• Dimensions: 113 x 93 x 30mm. 

• Display package. 

BP 12” HIGH COMPLIANCE 

ROUND SPEAKER 

MODEL 

1 our price $29.95 each 

SPECIFICATIONS W^V^B mm m 

• Air suspension. 

• Foam 

• voice 

• Frequency response: 30-10,000 Hz. 

• Maximum power: 60 watts. __ 

PAUGE • NEW YORK 11788 = 

BP 8” SPEAKER 

20 OZ. CERAMIC MAGNET 

MODEL BP-2000-8 

OUR PRICE $9.95 each 

2 FOR $1 8.00 

SPECIFICATIONS • Maximum power: 40 watts. 

• Air suspension with foam edge. * Frequency response: 50-15,000 Hz^^^ 

• Impedance: 8 ohms. * DI «P I *V P ack "9°- 

FORDHAM RADIO • 260 MOTOR PARKWAY • HAUP 
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ANTENNAS 





Sgaggy"" 


r:$ 2 $ 2 2 5 5 o°-" 


BP ANTE^NNA 

r 3 ljo' 


4 


asaggagsg =;•&“- 


model ar-too mL jo 25 ..» 

gaS^SuMsSS !a '"^ , ’»$15.00 


»*r 


“""moo 0 ""'' 


BP ANTENNA 
MODEL AR-900 

Exact replacement antenna rod for Panasonic, Penney, 
Sharp and other TV sets. S section telescoping rod. 
Panasonic part number TSA129, TSA365-3 Fully extends 
39”. Collapsed: 9-1/4". Display package. 


OUR PRICE $2.75ea 
10 FOR $25.00 


BP ANTENNA 


OUR PRICE $4.95eac 
10 FOR $40.00 


sssg r:$2^o s -" 





MODEL AR-1700 0UR p R|CE $2 50each 

1. EDO $22.50 


:r$i! 2 6o°"“ 


or MmcnnM 

llisiHss&F* r:$29^ 2 o 5 -“ 




Bsas^essy"’ 


sS^ 5 hsss&:., :: 0 :s2 $ 9 3 oo 5: -“ 


f^et'^sechon'.ires^ing™^ Panalonlc pad number OUR PRICE $5.95each 

TSA81081. Quasar part number 85C72743A01. Fully ex $45 00 

tends 42". Collapsed: 10-3/4". Display package.10 FOR 


BP ANTENNA 
model AR-2400 


wt.0. ... ... I., RC« »„»„ OUR PRICE $1 

SSsisa-sr '.$10.0 


,25.. 

.00 


IsSs-sa^^- :rr 2 l 2 6 7 o 5 - 




OUR PRICE $2.00each 
10 FOR $18.00 




^^n^fRUntPnnR rod and ball for GE Zenith 0UR PRICE ^1 .40ea. 
B^SsSSSt’gA'SSt. 10 for $12.00 


mcT^uNy extends 42" .^G 


r^Ria 
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BP ANTENNA 

;:: 0 p :$ e 25.oo 


BP ANTENNA 


=^ss. r~«ai 8 - 


BP ANTENNA 

:r$g- 


SToeTrSI!? 

— g^y- 


sg-j“SSS—^ m^o 5 -" 


BP ANTENNA 

B^ssf r “^ aragi ::::$5 qTo j 




gs«S 2 ^ :;:;$2 $ 7^o 5 "“ 




S ourpr,ce$3.50..» 

=». FOE $25.00 


BP ANTENNA 
model AR-3800 


V?'' OUR PRICE $3.50e.ch 
0 FOR $25.00 




MODEL AF^3900 

ESg^im»!r ZTsiam 


-"4 

6 sec OUR PRICE $3.25e.ch 


ggiwswas-. :r$5o6o 


:: 0 :r2 £ 5 3 6 2 o 5 -- 


BP ANTENNA 

Sssggawsag.au Z:$35^o 5 "‘ h 


9 S 


* UNIVERSAL BE 
F VHF INDOOR 


xgxax&s. ZZaEoo- 

——-'-f if 


OUR PRICE $2.95e.ch 
10 FOR $20.00 


REPLACEMENT U 
ENNA LOOP 


OUR PRICE 49 C each 10 FOR $4.00 ' 1 100 FOR $35.00 




MODEL AR-360 

Clips onto antenna dipole of TV set. Packed 


OUR PRICE 99 e each 10 FOR $9.00 100 FOR $79.00 


BP F 




5/16” $ ,75... 


KWoV*' Fully 6,<,9nd8 35 ' 1 ' 2 "- CollapS9d: 9 " 10 F0R $ 27 -50 . 10 per dlsplay package: 
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TV TRIPLERS 


GE 5 x 5 SILICON HV TRIPLER 
MODEL ECG-500 


R PRICE $12.95 ..eh 


P> 


« SS£? ™edyne/PackardBe,l 

66^? 0d 530165*3 RCA 

66F054 1 530165*5 55691 Varo 

66F-054-2 Svlvania 646 MH955B01 

66F-054-3 32*33057*2 G?™' al Electric Mh920G01 

66F-054-4 32*33094*1 EP62X4 

66F-112-1 32*33094*3 f. p 62X61 EJSKj. 

32-33094-4 73C182051 TVM778 


GE 6 x 6 SILICON HV TRIPLER 

MODEL GE-519ECG-517 

OUR PRICE $24.95 

FEATURES 

• 30 KV at P 2 U 25 P mA max. out* 


Alkyd cs 
25 in. H\ 




GE SELENIUM HV TRIPLER 

MODEL GE-520ecg-501, 

OUR PRICE $22.50 

FEATURES 



REPLACEMENT CROSS REFERENCE 

Fleetwood Zenith varo 

-- 38A4148-000 

38A4148-001 
38A4157-000 
46-86330-3 
489752-007 


66X0045-001 

66X45-1 


GE 5 x 5 SILICON HV TRIPLER 

With Focus Bleeder 

MODEL GE-521 ECG-523. ECG-526A 

OUR PRICE 5 AND UP $12.95 ..ch 


212-141-04 32*39091*8 




GE 8 x 8 SILICON HV QUADRUPLER 

With Focus Bleeder 
MODEL GE-522ECG-S36 

OUR PRICE $27.75 

FEATURES 

• 30^Kv"at U 1.5 mA max. out- 

• Durey or Alkyd case. 



REPLACEMENT CROSS REFERENCE 

Svlvania 
32-33094-2 


32-33094-5 MH988A03 


93D91-3 146364-1 


GE 5 x 5 SILICON HV TRIPLER 

MODEL GE-523ECG 522, SK-3303 

OUR PRICE$1 2.95ea 


Wells-Gardner 

66X0060*001 

66X0060-002 


GE 6 x 6 SILICON HV TRIPLER 

MODEL GE-527ecG-500A. SK-3304 

OUR PRICE $14.95 

FEATURES 

• 30 KV at P 2 U mA max. 

• Noryl case. 

• 27 in. HV lead with i 


212*129 Electrohom 

212*130 28-32-OX 


GE 5 x 5 SILICON HV TRIPLER 

With Focus Bleeder / 

MODEL GE-528 ECG 523A, SK*3306^ 

OUR PRICE $12.95 

FEATURES 



V* 


4327-7 Advent 

4327-8 800-000-025 



REPLACEMENT CROSS 212- 


SI 07-108-40501 


1 212*145*01 , 

Ki°d 212 ro 145 ° 2 1' 

66F159-2 Varo 32-39091-4 

66F159-3 MH1203 32-39091-5 

OOt-lOyj liui ortA OOOOAQIC 


GE 6 x 5 SILICON HV TRIPLER 

With Focus Bleeder 
MODEL GE-529ECG 529, SK*i 

OUR PRICE $22.95 

FEATURES 


530165-6 N2A 


530165-13 N2A-2 



GE 6 x 5 SILICON HV TRIPLER 

With Focus Bleeder 
MODEL GE-534ECG-534, SK-3305 

OUR PRICE $16.95 

FEATURES 


J 


GE 6 x 5 SILICON HV TRIPLER 

With Focus Bleeder 
MODEL GE-535ECG 535 

OUR PRICE $19.95 

FEATURES 

• 12 KV input peak. 

• Noryl case. 


REPLACEMENT CROSS REFERENCE 




GE 6 x 5 SILICON HV TRIPLER 

With Focus Bleeder 
MODEL GE-537 ecg*53i 



GE 6 x 6 SILICON HV TRIPLER 

MODEL GE-539ecg*52i 


$19.95 



14B348-5 M HI 205 32-39091-9 

1CALL US/WE ACCEPT PHONE ORDERS • TOLL FREE 800-645-9518 • NYS TOLL FREE 800-832-1446 
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TV REPLACEMENT PARTS 



m=m liilli liiiii 

nji 1=11 w*m 

..ini m :: m bum 

skills Ililll 



sir -* 1 - 00 



MODEL F-26 OUR PRICE 2 Pkg. $1 .00 
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TUBESI 



2CN3B. . 
2CW4 
2CY5 .. 


2FQ5A Use 2GK5 

2FS5. 

2GK5/2FQ5. 

2GW5. 

2HA5. 


3A3C .. 


»e 3DZ4 


3AT2A 

3AU6. 

3AV6. 

3AW2A. 

3BC5/3CE5. 

3BL2A . 

3BM2A. 

3BN2A. 

3BN6. 

3BS2A or 
3BT2A Use 
3BW2/3BS2B/3BT2A 
3BU8 Use 3GS8 
3BW2/3BS2B/3BT2A . . 

3BZ6. 

3CA3A . 

3CB6/3CF6. 

3CE5 Use 3BC5 
3CF6 Use 3CB6 
3CN3B. 


3CY3 Use 3DB3/3CY3 


5AU4 Use 5V3/5AU4 

5BC3. 

5BR8 Use 5FV8/5CL8A 


5GH8A.. 

5GJ7. 

5GM6. 

5GS7. 

5HA7 '. 

5HB7. 

5HG8/LCF86 . . 

5HZ6. 

5J6. 

5JK6. 


6BR8A Use 6FV8A 6E 


0BW3 Use 6CG3 6BW4.. 


6BZ3 Use 6BE3 


6CE5 Use 6BC5 
6CF6 Use 6CB6A 


6CJ3/6DW4B.. 

6CK3. 

6CL3. 


6CS6 
6CS7 
6CT3. 

ecus. 

ecus..„. 

6CW4.15.00 

6CW5/EL88. " ~ 

6CX8 . 

6CY5 . 

6CY7 . 

6CZ5. 

6DB5 . 

6DC6 . 

6DE4/6CQ4 . 

6DE6 . 

6DE7.. 

6DG6GT Use 6W6GT 
6DK3 . 

6DK6.6.00 

6DL3.9.00 

6DM4 Use 
(6DA4A/6DM4A 

6DN3.5.00 

6DN7.6.00 

6DQ3.6.50 

6DQ4.4.50 

6DQ5.10.00 

6DQ6B/6GW6.7.50 

6DR7.7.70 

6DS4.15.00 

6DS5.4.00 

6DT3.7.00 

6DT5.5.00 

6DT6.4.50 

6DT6A.3.42 

6DT8.4.50 

6DU3.7.00 

6DV4.15.00 

6DW4B Use 6CJ3 

6DW5.6.00 

6DX8/ECL84.6.00 

6DZ4/6AF4A.7.00 

6E5.19.00 

6EA7 Use 6EM7 

6EA8.5.00 

6EB8 Use 6GN8/6EB8 

6EC4A/EY500A.7.50 

6EH4A.9.00 

6EH5.6.75 

6EH7/EF183.5.00 

6EH8.5.00 

6EJ7/EF184.5.00 

6EM5.0.75 

6EM7/6EA7.7.75 

6EN4.9.00 

8ER5.4.50 

6ES5.4.00 

6ES8/ECC189.12.00 

6EU7.6.00 

6EU8.4.80 

6EV5.8.00 

6EW6.6.50 

6EW7.8.00 

6EZ5.7.90 

6F6GT.12.00 

6FD7.7.50 

6FG6/EM84.8.00 

6FG7.9.00 

6FJ7.6.70 

6FM7.6.75 

6FQ5A Use 6GK5 
6FQ7 Use 0CG7 

6FS5.9.00 

6FV6. 

6FV8A. 

6FY7. 

6G11. 

6GB3A Use6_ 

6CU6 6GB5/EL504.7.50 

6GB6 Use 6DQ6B/ 

6GW6 6GC5. 

6GE5. 

6GH8A *'. * 

6GJ5. 


6HE5 Use 6JC5/6JB5 

6HF5. 

0HF8. 

6HG5Use 6AQ5A 

6HG8/ECF86. 

6HJ7 Use 6HD7 

6HK5. 

6HL8. 

6HM5 Use 6HA5 

0HM6. 

6HQ5. 


6JW8/ECF802. . 


6KS6 Use 6BN6 
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[TUBES 


GENERAL ELECTRIC • RAYTHEON PRICE SHEET SUPERSEDES ALL PREVIOUS PRICE SCHEDULES. 


6LE8. 

6LF0. 

6LF8. 

6LH6A Use 6LJ6A 


MHH3 Use 6J6A 
MJ6/6LQ6/6J E8C . . 


6210 Use 6J10 


8CG7/8FQ7.. 

8CS7. 

8CW5. 


8FQ7 Use 8CG7 
8GJ7/PCF801 .... 

8GN8/8EB8. 

8GU7. 

8JU8A. 

8KA8 . . 


AB5 .... 

AC10A .. 

' 

AE10.... 


AU7A/ECC82.. 


AX7A/ECC83/7025 .. 
AY3A/12BS3A. 


BQ6GTB/12CU6 .. 


BY7A/12DQ7 


Model Price 

12BY7A/12BV7/12DQ7.... 4.50 

12BZ7.4.50 

12CM12CU6.8.00 

12CA5.4.50 

12CL3.5.50 

12CR6.4.00 

12CT3.9.75 

12CU5 Use 12C5 

12DB5.3.50 

12DQ6B/12GW6.6.50 

12DQ7 Use 
12BY7A/12BV7/ 

12DT5.3.60 

12DT8.5.40 

12DW4A.6.00 

12DW7.6.00 

12ED5.4.50 

12FQ7.4.35 

12FX5.4.40 

12GB7 Use 
12DQ6B/12GW6 


12GN7A/12HG7 .. 


..7.00 


12SA7GT.7.80 

12SG7.7.05 

12SJ7.9.75 

12SK7.10.25 

12SK7GT.10.25 

12SL7GT.8.50 

12SN7GTA.8.50 

12SQ7GT.9.80 

12T10.10.20 

12W6GT.6.00 

12X4.4.00 

13DR7.6.00 

13EM7.8.80 

13FD7.6.00 

13FM7.5.50 

13GB5/XL500.6.30 

13GF7.8.60 

13J10/13Z10.8.00 

13JZ8.5.60 

13V10.9.00 

13Z10 Use 13J10 

14BL11.9.75 

14BR11.8.60 

15AF11.6.75 

15BD11A.7.50 

15CW5/PL84.5.80 

15DQ8/PCL84.5.25 

15FM7 Use 13FM7 

15FY7.4.20 

15KY8A.6.60 

15MF8.7.30 

16A8/PCL82.8.00 

16AK9.9.75 

16AQ3/XY88.5.50 

16GK6.4.00 

16GY5.4.95 

16LU8A.8.75 

17AB10/17X10.7.00 

17AX3.3.75 

17AX4GTA/17DM4A.3.50 

17AY3A/17BS3A.5.50 

17BE3/17BZ3.5.50 

17BF11.7.80 

17BR3/17RK19.7.50 

17BS3 Use 
17AY3A/17BS3A 

17BW3.6.00 

17BZ3 Use 17BE3 

17C5/17CU5.6.00 

17C9.8.50 

17CK3.4.00 

17CT3.5.00 

17DE4.3.50 

17DM4A Use 
17AX4GTA 

17DQ6B/17GW6.7.75 

17DW4A.5.50 

17GE5.5.00 

17GJ5.7.00 

17GT5.6.30 


Model Price 

17GV5.5.50 

17GW6 Use 17DQ6B 

17JB6.7.00 

17JF6.7.75 

17JM6.8.00 

17JN6.7.00 

17JQ6.8.25 

17JZ8.5.25 

17KV0A.9.00 

17X10 Use 17AB10 

17Y9.9.75 

17Z3.4.00 

18AJ10.4.75 

18FW6A.3.50 

18FX8A.4.00 

18FY6A.3.50 

18GB5.7.70 

18GD6.4.00 

18GV8/PCL805.8.00 

19AU4GTA.8.00 

19CG3.5.00 

19CL8A Use 19JN8 

19DE3.6.00 

19DK3.5.50 

19DQ3.8.00 

19EA8.4.50 


19MR9 Use 18FM6A 


21JS6A Use 23JS6A 


24JE6A/24LQ6. 

24JZ8 . 

24LQ6 Use 24JE6 


25CU6 Use 25BQ6GTB 


25L6GT/25W6GT. 

25W6GT Use 25L6GT 


40KD6 Use 36KD6 

40KG6A/PL519. 

42EC4/PY500A. 


7025 Use '12AX7A/ECC83 
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TELEPHONES! 






COM DIAL TONE DIAL® TELEPHONE 
MODEL 2125 
OUR PRICE 

$49.95 

DESCRIPTION 

Comdlal's new 2125 desk telephone features 
contemporary styling with redial and hold 
featuree. The small size and attractive 
appearance makes It the perfect phone for 
office or home. The 2125 comes with 
Comdlal's two-yaar warranty. 

FEATURES 

• SureTouch* Dial — stability of tone 
output frequency and level Is ensured by 
reliable solid-state crystal controlled 

• Built-In polarity guard protects against 
system generated or accidental line 
polarity reversals. 

• Contemporary Style—sttractlvs style and 
color to anhanoe any decor. 

• Redial—allows the user to easily rscall ths la...... 

button. Ideal tor repeating a oall to busy number. 

• Electronic Hole—retains s oall while going on hook temporsrlly and provides 

—...... .............----ded on — —i—‘- 1 —*'-' ‘ 


COM DIAL SLENDERET® 

MODEL 4230 

OUR PRICE $59.95 

FEATURES 

In handset. 


• Electronic ringer with hl/lo/off switch. 

• Desk/wall mountable. 

• Almond. 

• Tone/pulse swltchable. 

SLENDERET® II WITH DIALER 
MODEL 4330-C & TWO LINES 

OUR PRICE $69.95 

FEATURES 

• Two-line capacity. 

• Conference button to have a three-way 


COM DIAL SLENDERET® II 
WITH DIALER & SPEAKERPHONE 
MODEL 4430 

OUR PRICE $89.95 

FEATURES 

• Built-In speaker phone with speaker and 


COM DIAL SPEAKERPLUS® WITH DIAL 
MODEL 4510 

OUR PRICE $49.95 


CEAC Remanufactured Phones! 

CEAC remanufactured telephones meet or exceed specifications for new 
telephones. Each Instrument Is completely disassembled. All components are 
cleaned or replaced (as necessary). Then the phone Is completely rewired and 
the plastic Is repainted, buffed or replaced. Finally, each Instrument is sub¬ 
jected to a series of five comprehensive performance tests. 

All CEAC remanufactured telephones are FCC registered. Each is equipped with 
a modular line cord, ready to plug In and use. One year warranty. 

•Colors available: White, Ivory, Brown. 


DESK 


$29 


.95 


OUR PRICE $19.95 


DESK 


TOUCH 


$39.95 


MODEL 2500 

OUR PRICE $34.95 


TRENDLINE WALL 
PHONE TOUCH TONE 


MODEL 2254 OUR PRICE $39.95 


COMDIAL VOICE ESPRESS™ 41 
MODEL VX-41B 

OUR PRICE $249.95 

FEATURES 


• Tone/pulse swltchable. 

MODEL 205056-02 
OUR PRICE $69.95 

DESCRIPTION 


COMDIAL genie® 

MODEL T-8300 PHONE 
OUR PRICE $69.95 

FEATURES 
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TELEPHONE ACCESSORIES 


BP MODULAR TELEPHONE ADAPTOR 
PLUG 

MODEL TA-1300 

OUR PRICE $1.49«ch rvj 

FOR $10.00 


DESCRIPTION 

Modular telephone adaptor plug. 
Converts 4-pln phone lack to accept 
modular connector. Ivory plastic 




BP MODULAR TELEPHONE JUNCTION 
BOX 

MODEL TA-1301 

OUR PRICE $1.99each 
10 FOR $15.00 

DESCRIPTION 

Converts standard junction box to 
modular system without soldering. 

Spade lug connections anjl single 



BP MODULAR TELEPHONE CABLES 
With Spade Lugs _ 

MODEL TA-1312 15 It. 

OUR PRICE $1.95 

MODEL TA-1 31 4 25 ft. 

OUR PRICE $2.95 

DESCRIPTION 


nect to standard v 





BP MODULAR TELEPHONE CABLES 
With 4 Prong Jack » 

MODEL TA-1 317 2 ft. 

OUR PRICE $1.95 

MODEL TA-1319 25 ft. 

OUR PRICE $3.95 taS: 

DESCRIPTION 

Connects standard 4 prong telephone plug 
to modular telephone lack. 


BP PORTABLE TELEPHONE PLUG 
MODEL TP-20 
OUR PRICE 70° each 

10 FOR $6.00 

DESCRIPTION 

Standard telephone plug for Indoor 
or outdoor use. Molded Ivory plastic. 

Instructions Included. Peg packag- 



BP TELEPHONE 
EXTENSION CABLE 
MODEL TP-30 

OUR PRICE $3.99 
5 FOR $1 5.00 

DESCRIPTION 

30 ft. (moldedMIexible ivory 
ex ens o ca^ e p^ug 

tele ' 



BP MODULAR SURFACE JACK 
MODEL TA-1302 ______ 

OUR PRICE $1 .95each 
10 FOR $15.00 

DESCRIPTION 

Modular surface jack takes the 
place of old connecting block. Sta¬ 
tion wires connect terminals. Cover 
snaps on. Two mounting screws at¬ 
tached on solderless. “Quick Con¬ 
nect" terminals easily and quickly 



BP MODULAR PHONE COUPLER 
MODEL TA-1305 
OUR PRICE $1.99each 
10 FOR $1 5.00 

DESCRIPTION 

Allows two telephones to be plugg¬ 
ed into a single modular jack. 


BP MODULAR WALL 
OUTLET JACKS 
MODEL TA-1 313 

OUR PRICE $1.75each 
10 FOR $1 5.00 

DESCRIPTION 

Easily converts standard 
phones to modular system. 

No soldering required. 


0 * 


BP IN LINE COUPLER 
MODEL TA-1320 

OUR PRICE $1.75eech 
10 FOR $12.50 

DESCRIPTION 

Back to back modular jack to con- 
nect 2 modular base cords. 


0 


JPLER 

* 


BP MODULAR TELEPHONE 
EXTENSION CORD 
MODEL TA-1327 

OUR PRICE $2.95 

DESCRIPTION J8SJ 

25 ft. With one end plug and mm 

one end single jack. 


BP MODULAR TELEPHONE 
EXTENSION CORD 


MODEL TA-1 328 

OUR PRICE $3.95 


BP COILED MODULAR CABLES 
MODEL TA-1309 ,J 

OUR PRICE $3.95 

DESCRIPTION 

Connects Handphone wl 
modular connector to bs_ 
wlth modular connector. 


DESCRIPTION 


BP MODULAR TELEPHONE CABLES 
MODEL TA-1310 15 ft. 

OUR PRICE $1.95 

MODEL TA-1311 25 ft. 

OUR PRICE $2.95 “ 

DESCRIPTION 

Connects modular phones t 
wall jacks. Has modular plu 
each end. 25 feet long. 


BP MODULAR 
WALL PHONE JACK 
MODEL TA-1330 
OUR PRICE $2.95each 
10 FOR $25.00 


B 



BP TELEPHONE 
EXTENSION CORD 



BP PORTABLE TELEPHONE JACK 
MODEL TJ-22 
OUR PRICE 70 C e. 

10 FOR $6.00 

DESCRIPTION 

Surface mount telephor 
Molded Ivory plastic, wi... 
screws. Instructions Indue 
packaged. 



BP TELEPHONE PICK-UP SUCTION 
CUP 

MODEL TP-55 


OUR PRICE $1.99 io for $15.00^ 

DESCRIPTION 

Picks up both sides of phone conversation 
‘ tape recorder. No connection to 


BP TELEPHONE WIRING BLOCK 
model TA-1308 
OUR PRICE $4.95 

DESCRIPTION \ ^gpeall 


BP TELEPHONE RING CONTROLLER 
MODEL TA-1 342 

OUR PRICE $4.95 

DESCRIPTION 

The Ring Controller stops your , • 4^ 

phone from ringing when you don’t : *KW; 

want to be disturbed: bedtime, * 

meals, illness, concentrated work m 


BP TWO LINE CONVERTER 
MODEL TA-1343 

OUR PRICE $4.95 

DESCRIPTION 

Converts two separate single line 
telephone jacks Into a two line 

slaTa two line' telephone* 1 product. 


# 


BP DUPLEX WALL JACK 
MODEL TA-1332 


OUR PRICE $1.95 
10 FOR $1 7.50 

DESCRIPTION 

Flush mounted/modular. 
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iWALKIE TALKIES/BASE STATIONS 



























CB & RADAR DETECTORS 







UNIDEN WASHINGTON 40-CHANNEL AM/SSB BASE 

STATION 

MODEL 

WASHINGTON 

REG. $299.95 

OUR PRICE 

$219.95 

FEATURES 

• 40 Channel. 

• NB/ANL-OFF, "S"/RF 
MOD, MODE & Ch. 9 
switches, mlc gain, RF 
gain & clarifier con¬ 
trols, "S"/RF/MOD 
meter, mode & Ch. 9 
Indicators, digital 


UNIDEN MADISON 40-CHANNEL AM/SSB BASE STATION 

MODEL 
MADISON 
REG. $379.95 
OUR PRICE 

$289.95 

FEATURES 


nic gain, RF gain, 
iWR/CAL & clarifier 




eier, own/muu meter, digital clock, time set, alarm set, remote speaker. 

- ., 7/8"W x 11 5/16"D x 4 3/4”H. • Speaker: 5 3/4"W x 11 5/16”D x 4 3/4"H. 

Shp. Weight: 18.0 lbs. • Power 13.8 VDC, positive or negative ground & 117VAC. 
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UNIDEN 40-CHANNEL AM 

MODEL PC-33 
REG. $59.95 
OUR PRICE 

$39.95 

FEATURES 


UNIDEN 40-CHANNEL AM/SSB 

MODEL PC-244 

REG. $199.95 

OUR PRICE 

$149.95 

FEATURES 

• 40 Channel. 

• PA, NB/ANL, Ch. 9 
brlte/dim & mode 
switches, RF gain, 
mlc gain & clarifier 
controls, LED TX/RX, 

Mode & Ch. 9 lltf- 
digital display. 

• Dimensions: 7 5/16"W x 9 1/18"D x 1 5/16"H. 

• Shp. Weight: 4.9 lbs. • Power 13.8 VDC, positive or negative ground. 


UNIDEN 40-CHANNEL REMOTE AM MOBILE 
MODEL PC-22 
REG. $159.95 
OUR PRICE 

$119.95 

FEATURES 

• 40 Channel. 

« Remote, all controls In 

microphone. Up/Down 
channel selector, 
digital display, TX/RX 
indicator, ext. speaker 

• i?lmenslons: 5 3/4”W x 


UNIDEN ZACHARY-T 
40-CHANNEL 
AM BASE STATION 
model ZACHARY-T 
REG. $199.95 
OUR PRICE 

$149.95 

FEATURES 

• 40 Channel. 

• Tone HI-LO, ANL & PA-CB switches, mlc gain 
display, TX/RX indicator, PA, headphone I ext. 



























































SCANNERS/TRANSCEIVERS 




REGENCY polaris 

HAND HELD 30 
CHANNEL SCANNER 
MODEL HX-1000 
REG. $329.95 

OUR PRICE $225.00 


• Carrying case. 

• Belt clip. 

• Flexible antenna. 


REGENCY 45 CHANNEL SCANNER 
MODEL Z-45 
REG. $329.95 

OUR PRICE $225.00 

FEATURES 

• 7 bands. Public service plus aircraft. 

• Search/Scan 

• Priority control. 

• No battery required to maintain memory. 

• Dual level display. 

• Lockout. 

• Scan delay. 

• Clock/Alarm 

• Display messages. 

• Telescoping entenna. 

• External antenna Jack. AC/DC. 

• 30-50, 118-138, 144-148, 148-174, 440-450, 


V' 


• 3U-0U, 110-100, l*»4»-l**0, I ‘ 

450-470, 470-512, MHz. 


REGENCY 20 channel scanner 

MODEL MX-7000 
REG. $699.95 

OUR PRICE $479.95 

FEATURES. 


25-550 MHz and 800-1.3 GHz. 


_i digital i 

• Search or scan delay. 

• Mounting bracket. 

• AC adaptor/charger, DC cor 
« 25-550 MHz to 800-1.3 GHz. 


REGENCY 55 CHANNEL SCANNING TRANSCEIVER 
MODEL MT-5500XL 

OUR PRICE $299.95 


FEATURES 

• 55 Channels. 

• 25 Watt scanning transceiver 

• Backlighted keyboard. 

• 25n Wan switch 

• Programmable priority. 

> U.S. and International 

Marine channels. 


UNIDEN® BEARCAT® 40 channel scanner , 

MODEL 800XLT I . 

OUR PRICE $349.95 1 

FEATURES 

• 12 Bands: Including 800 MHz, aircraft, 
military, "Ham", public safety and 
Federal Government. 

• 40 Channels: Two bands of 20 
channels. 

« Instant Weather: Automatically finds 
the National Weather Service broadcast 

• Priority: Channel one checked every 
3-seconds to prevent missing 
Important calls. 

• Synthesized: Enter frequency of your 

• Track Tuning: Patented feature allows 
scanner to peak on each 

Is three-second delay 

_|____ __ Itliout stepping through other channels. 

• Automatic Squelch: Factory set for easier operation. Use manual for closer adjustment. 

• Channel Lockout: Allows you to skip channels you don't want to hear. 

• UL Listed/FCC Certified: Tested for safe, quality design and manufacture. 

SPECIFICATIONS 

Band Coverage: 10 bands + weather channel. Frequency Range: 10 meter "Ham” band 

29—29.7MHz, Low band 29.7—50MHz, 6 meter “Ham” band 50—54MHz, Aircraft 118-136MHZ, 

Military land mobile 136—144MHz, 2 meter “Ham” band 144-148MHZ, High band 148-174MHZ, 
FederalGovemr- - --- -——-———--a- 




MODEL EAGLE-1 

OUR PRICE $149.95 




for local services. 

■ Low power consumption. Uses four 
popular UM-3 cells. 

. 20W amp, voice control unit and repeater 
access unit available as options. 


SPECIFICATIONS 
Frequency Band: Any channels 

MHz at 420-480 MHz ' - 

nel Installed. Output 

Receiver Sensitivity: l- 

Poster Supply: DC 8V, UM-J 

85(W) x 180(H) x 32 (O)mm.... 

Has lacks for external speaker and mike. 
FCC approved at frequency 440-449.98 MHz 


X’Tals: One chan- 
....n 200mW. 

.5UV OS/N 10dB. 


BEARCAT shortwave radio „erlAL! 

r»,c E $489.95 SPEC'’ 


MOSEL DX-1000 


• Direct Access Tuning. • 10 Channel Memory. • Two Time Zone 24-Hour Clock. • 

• Timer. • Two Noise Blankers. • Selectable Filter Bandwldths. 

• Manual Step-up/Stepdown. • Two Position Automatic Gain Control. • RF Attenuate 

• Tuning Knob. • Variable Tuning Rate Button. • Fine Tuning. • Squelch. 

• Calibrated Signal Meter. • Mode Buttons. • Dimmer Button. • Tone Control. 

• LED Indlcr*—- *~ 

• Front Mol 


Auxiliary Jacks. 

• Mute Terminal. • Ground Terminal. 

In London as easy as dialing a pi 


_ Bearcat'DX-1000 Is one of the easiest'shortwave radios to operate, 
your shortwave radio, you have the opportunity to listen In on a 

____ut not everything on shortwave Is of a serious nature. By dialing up 

15,170 kHz any evening, you can delight to the exotic South Pacific sound of Radio Tahiti. 
Jazz enthusiasts will enjoy the rhythmic West African "high life" music that Is readily 
available from stations like Radio Togo on 5,047 and Radio Cameroon on 4,850 kHz. 

Every moment of every day and night shortwave radio brings Into your home an absorbing 
-...-- fascinating way to keep up.- —--— 1 —.. .. “* 


—VISA*MASTER CARD*AMERICAN EXPRESS * Toll Free 800-645-9518 * NYS Toll Free 800 832 1446 


==CHARGE IT- 

































































IAUTO STEREOS 


AUDIOVOX ELECTRONICALLY TUNED AM/FM/MPX RADIO WITH 
STEREO CASSETTE PLAYER AND QUARTZ CLOCK 
MODEL AVX-930 

OUR PRICE $119.95 

FEATURES 

It LCD panel for display of frequency, time, . |_ e ft-right stereo balance cc 


• 12 station memory (6AM/6FM) and automatic SEEK 
tuning. 

• Display priority switching for frequency or time 


• Locking fast-forward and elect control. 
« 14 watt maximum output power. 

• 6 1/4”W X 2"H x 5 1/8”D. 


OUR PRICE $149.95 


AUDIOVOX ELECTRONICALLY TUNED AM/FM/MPX RADIO WITH 
AUTO-REVERSE STEREO CASSETTE PLAYER AND QUARTZ CLOCK 
MODEL AVX-945 
DESCRIPTION 

• Back lit LCD panel displays frequency, time and 
functions selected. 

• Metal/Cr02 tape capability. 

• Locking fast-forward and rewind cassette. - .«... 

• Auto-reverse cassette. • 4-way balance controls. 

I ?2 stadon nieniory (6 A M/6pjjj ° P* 1 m u m reoe ' >,lon - I ^"w'xTh 


• SEEK function. 

• Display priority switching for frequency or time 



AUDIOVOX HIGH-POWER ELECTRONICALLY TUNED AM/FM/MPX 

RADIO WITH AUTO-REVERSE CASSETTE PLAYER AND QUARTZ CLOCK. 
MODEL AVX-956 

OUR PRICE $179.95 

FEATURES . Logic-controlled auto-reverae mechanism with lock- 


. Separate liass anc- 

• 12 station memory (6AM/6FM) and 


-DNR Is 





of National Semiconductor Corp. 


AUDIOVOX HI-FI ELECTRONICALLY TUNED AM/FM/MPX RADIO 
WITH AUTO-REVERSE CASSETTE PLAYER AND QUARTZ CLOCK 
MODEL AVX-965 0UR pR|CE $225.00 

FEATURES . Loudness contour and independent bass ar 

♦ Back lit LCD panel for display of frequency, time controls. 


• Logic-controlled 


local/distant a 

• Imitation memory and automatic SEEK function. 

4-way balanc-— 

Built-In SO wi 


• Dolby® * noise reduction system and Meta 

tape capability. ' , - ----- 

• Music sensor automatically locates next tape selec- . 4 . way balance controls. 

-- .......-. Built-In 50 watt maximum power output amplifier. 

m with key-off . 6 i/ 4 "w x 2"H x 5 1/8"D. 

•Dolby® is a registered trademark or Dolby Laboratories, ln< 



protection system. 


AUDI VOX AM/FM STERO RADIO WITH AUTO-REVERSE CASSETTE 

PLAYER 

model AVX-3200 

OUR PRICE $69.95 

FEATURES 

• Independent locking fast-forward and rewind * 4-way balance controls, 

controls • LED function Indicators. 

• Cassette program selector with LED indicator lights. • 14 watts maximum stereo power. 

• Pushbutton band selector. • Adjustable shafts. 

. FM local/distant reception switch. » 7"W » 2"H x 5"P. 


AUDIOVOX MICRO-FM CONVERTER 

MODEL FMC-IC 

OUR PRICE $14.95 

DESCRIPTION 

The most popular FM converter on the market today! Converts 
is so small It cab be mounted under the dash, out of sight to a 



AUDIOVOX 7-BAND 50 WATT GRAPHIC EQUALIZER W/DUAL POWER 
METERS 

MODEL AMP-775 FEATURES 

CAO OC * Dual 5 segment LED power meters. 

OUR PRICE .y O . 7-band graphic equalization. • Can be used with any system Including floating 

• Bv-oass selector. ground and bridged types. 

0 * Built-in fader. • 20—30,000 Hz response. 


AUDIOVOX SOUND EXPLODER 40 WATT STEREO POWER AMPLIFIER 
MODEL AMP-500 OUR PRICE $19.95 neW- 

tout to 40 watts. -Push-button on-off switch with Indicator light. 

. Compatible with grounded output systems. 

• 20-30,000 Hz response. 


FEATURES 

* Slim-line deslgr 


BP 7 BAND GRAPHIC EQUALIZER 
MODEL GE-7000 

OUR PRICE $35.00 
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AUTO STEREOSI 

MIDLAND IN DASH AUTO-STOP CASSETTE PLAYER WITH AM/FM/STEREO RADIO 
MODEL 67-434 OUR PRICE $39.95 

DESCRIPTION 

aS 


MIDLAND IN-DASH AUTO REVERSE CASSETTE PLAYER AND 

AM/FM/MPX RADIO WITH ELECTRONIC TUNE 

MODEL 67-430 OUR PRICE $11 9.95 
DESCRIPTION 

H°. d . 9 J.! 7 Kl??- has ^ n alae,r ° nlc d| 0 |,al clock and digital station scanner with 6 station memory loci 
2 R * 4 15?16 S 178mm*’ 50mm x**25m” ’ ' aSt '°™ 8rd ' r * Wlnd ' 8)8Cl ’ ,8der ’ local/dis,an '- 5 watts P 


positions. Controls for 
channel. Chassis size: 7" x 



MIDLAND AM/FM/MPX AUTO-REVERSE IN-DASH CAR RADIO WITH DOLBY 
MODEL 67-450D OUR PRICE $1 69.95 

DESCRIPTION 


Full digital display for radio and cloc 
Chassis size: 7" x 2”*x*4 15/16** USmmT50mm°x IMmm’* 1 


in of radio frequencies, 


MIDLAND DIGITAL E.T.R. AM/FM/MPX RECEIVER WITH AUTO STOP 
CASSETTE PLAYER 


MODEL 67-490 OUR PRICE $99.95 

DESCRIPTION 


Auto-stop deluxe mechanism, electronic digits 
switch, ten preset memory lock In, automatic t 


k, tape fast forward and el 


id crystal, Illuminated ba 




MITSUBISHI FEATURES 

ELECTRONIC l Circuitry. : Tapep?og a ram°s™e«o and '**’ ™ 

AM/FM CASSETTE • Automatic SEEK l |”s°ea C next a s r t a ronge8t 8 sta*o'ns V I CHmEfdls I**” pr ° ,ec k ,ion d 

MODEL RX-735 II : ^!°r^n S uariTno nS ' h * * ,r0n9 * S ' 8,8,lons ' * HCffiS&S' 8l ° Ck *" d 

• Super DX/LOC circuit * ? "f 

: Mutkig°*wltch! Mono,S,8r8 ° 8 »« ch - • Fadefand balance controls. 

• Auto-Reverse tape mechanism. ’ Pow8r an,enna laad - 

• Cassette door and panel Illumination. 


OUR PRICE 

$199.95 


ts RMS per channel at 



MITSUBISHI 

CAR AUDIO 
ELECTRONIC 
AM/FM CASSETTE 
MODEL RX-737 
OUR PRICE 

$239.95 


• Diamond chassis (2 X 7 X 4-44”). 

• Frequency Synthesizer Circuitry. 

• 6-AM and 6-FM electronic programmable memory. 

• Automat c seek locates next strongest station. 

• Automatic scan, scans the strongest stations. 

• Rotary manual tuning. 

• 7 watts RMS maximum per channel at 4 ohms 

• Auto-reverse tape mechanism. 

• Locking fast forward and fast rewind 

• Tape program selector. • Metal/Cr02 EQ switch. 


• MPS (Music Program Sensor). 

• Dolb^" 0 noi'se aP ed Pr< tl* C, f° n 't * Loudness con,ro1 - 

• Fader and balance controls for 4 speaker system. 

• Separate bass and treble controls. 

• SRC (Stereo Reception Control). 

• FM stereo, memory, Dolby, MPS, metal tape and s 
direction Indicators. 

• shaft* 1 dl9pl8y ,or clock ,re R uenc X- * Adjustable 

• Mlumlnatlon dimming lead. • Power antenna lead 


MITSUBISHI 

CAR AUDIO 
ELECTRONIC 
AM/FM CASSETTE 
COMPONENT 
MODEL CZ-757 
OUR PRICE 

$249.95 


FEATURES 

• Diamond chassis (2 X 7 X 4-•/<•'). 

• Low level output through DIN connector. 

• Electronic memory programmable for recall of up 

• Automatic seek function locates next strongest stai 

• Automatic scan function scans the strongest statlo 

• Rotary step-up and down function tunes stations 
manually. 

• Loudness control switch. 

• Fader and Balance controls for 4-speaker system. 


• Auto-reverse mechanism. 

• Locking fast-forward and fast-rev 

• Dolby noise reduction for tape. 


lal clock. • Power antenna lead. 


MITSUBISHI CAR AUDIO 100 WATT 

AMPLIFIER 

MODEL CV-251 FEATURES 

OUR PRICE • Four-channel amplifier producei 

COO on maximum per channel at 4 ohm 

903.S/U • Compact design 2 X 5-44 x 6->/.' 


• Balanced transformer less (BLT) circuitry. 

• Aluminum dle-cast chassis. 

• Plug-In compatibility with CZ-757 and CZ-727. 




DIN to RCA kit available. (Kit CL-150). 
Pre-Amp output voltage 560MV. 



MITSUBISHI CAR AUDIO 60WATT equalizer/amplifier 

MODEL CV-23 ,.,l 

OUR PR.CE $79.95 NfcW’* 


• Two-channel amplifier pri 
maximum per channel. 


• Plug-In adaptability with CX-21 deck. 

• Compatible with Auto Modules Using KIT DIN-3. 

• Compatible with Regular Power ”RX r ' Series Hl-Le’ 
connection using KIT—LEAD-21. 

• Note: CV-23 Is not a compatible power source for 
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SANYO AM/FM STEREO CASSETTE PLAYER 

MODEL FTU-5 FEATURES 

REG. $69.95 ; ~»o, ^ 

OUR PRICE $54.95 . RSS SSwSL <130mr 

• Looking fast forward. 


SANYO AM/FM CASSETTE CAR STEREO WITH AUTO REVERSE 
MODEL FTC-28 FEATURES 


REG. $89.95 

OUR PRICE $64.50 


• Sanyo’s auto-reverse-■■■■• 

• Automatic FM stereo/mono switching. 

• LED FM stereo indicator. 

• Locking fast forward and rewind. 

• Adjustable control -*»•** 


SANYO AM/FM STEREO CASSETTE PLAYER WITH AMSS 
AND AUTOMATIC REVERSE 
MODEL FTC-36 FEATURES 


R PRICE $79.95 


• Sem 


• Automatic tape searching. 


MODEL RX-711 _ _ 

OUR PRICE - till I • Fu " au,0 : a, °P at P°* er 0,1 and 

A _ _ .|CW> • Locking fast forward. 

$110.00 Nt* . Tape end indicator. 

'P 1 1 w,uu ’ . Dial In cassette door. 

• Hard Permalloy 

• Metal tape EQ Swuui. 

• Five AM or five FM pushbutton 

• DX/LOC switch. 

« Stereo indicator. 

MITSUBISHI AM/FM CASSETTE 
MODEL RX-723 features 

OUR PRICE . Diamond chassis (13/4X6 1/4 X 4 1/2) 

$99.95 .. 

• 7 watts maximum RMS per channel 

• AutcJstop! 



CASSETTE H PLAYER VCT^META^TApi^APABILITY 

SR5S- msst... 

070 OC • LED Indicators for tape direction 

OUR PRICE $ l 9.90 and FM stereo. 

• Full auto-reverse. 

• Metal tape compatibility. 

SANYO AM/FM STEREO CASSETTE RECEIVERS WITH ELECTRONIC TUNING, 
AUTO REVERSE, DOBLY* * NOISE REDUCTION, 9.5 WATTS PER CHANNEL (RMS) AND 
METAL TAPE CAPABILITY 
MODEL FTE-20 OUR PRICE $189.95 

^^i^Irv'presets'wh'ch'ma'y be prcwramm^^o m^nfiy access 0 l^ofyour'favorlte stations, AM*or FM. tl °’'*' ,8a,ure8 
. SAuto^Reverse mechanisKanges tape directions automatically at the end of the cassette, providing greater con- 

• D™by U nolse*Suc1Ion V drcu*t^^w mraral? afgnaMcprwSe^’atlc^M^much a. 10dB by reducing tap. hiss and background 

• Built-In 9.5-watt per channel power amplifier (RMS) easily drives 

• Alfnewfcommorf sense Key-Off/Eject feature automatically ejects 
prevents unnecessary wear and tear. 

• Plays normal ferric oxide and high-performance metal tapes 

• Innovative Tape Standby feature lets you listen to the radio 

I Sanyo’s*FM Opt?m*zer comblnesSon’Mu’tIng,’stereo Noise Control and Automatic Tone Quality Control circuits to assure Ideal 

• A pa* C ofstandard, RCA-type line output 

• Primary controls and displays are backlit, making them clearly 

• Stereo/Mono switch helps pull In stations too weak to receive 

MODEL FTED-6 OUR PRICE $199.95 

DESCRIPTION Same as above plus: 

Sanyo's FTED-6 has also been outfitted with a revolutionary fac 
includes most late model GM, Chrysler and Ford automobiles at 
what mav be the world’s most ergonomically designed receiver, 

MITSUBISHI PUSHBUTTON AM/FM CASSETTE 


- buMvii), [ist forward. 

• Loudness control switch. 

• Fader and balance controls 

« Adjustable shafts. 


=CHARGE IT—VISA*MASTER CARD*AMERICAN EXPRESS * Toll Free 800-645-9518 » NYS 
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[SPEAKERS 


BP 8" x 9” 4-WAY SPEAKER KIT 
MODEL BP-2000-69QRD 

OUR PRICE $29.95 p*lr 

SPECIFICATIONS 

• Two 8" x 9” 4-way speakers 

• Two 1” horn tweeters. 

• One 3” midrange. 

• Chrome bridge — foam roll. 

• Deluxe grilles and cables. 

BP 6” x 9” SPEAKER KIT 
MODEL BP-2000-69CXD 
OUR PRICE $19.95p.:r 
SPECIFICATIONS 

• 20 oz. ceramic magnet. 

• Cloth roll air suspended woofer. 

' 3" high efficiency tweeter. 

sy response: 70-15,000 Hz. 


• Frequency 

• Maximum p-.. 

• Impedance: 8 


s, custom padded grilles, 



BP 5” WEDGE SPEAKER 
MODEL BP 5300 

OUR PRICE $7.50pe 

FEATURES 


BP THREE-WAY MINI SPEAKER WITH BRACKETS 
MODEL HF-9 

OUR PRICE $29.95 per pair 

DESCRIPTION 

The mini speaker with maxi sound 
SPECIFICATION 
Die cast aluminum. 

3” Long throw woofer. 

- 1" Soft dome tweeter. 

• 2” Extended midrange speaker. 

• Frequency response 80-20,000 Hz., 
idance: 8 ohms. 

Imum power: SO watts, 
snslons: 7-1f4"W x 4-1/2"H x 4-3/6"D 


BP 3-1/2” SPEAKER KIT 
MODEL BP-3500 OUR PRICE $9.95, 


3 oz. ceramic magnet. 

Air oiienAnslOn. 

ih Installations. 



BP 4” AIR SUSPENSION 10 OZ. 

STEREO SPEAKER SYSTEM * . . Q - 
MODEL BP-4100 OUR PRICE 4.%f0palr 
SPECIFICATIONS 

• Two 4” speakers. 

• Impedance: 8 ohms. 

• Maximum power: 15 watts. 

• Frequency response: 50-20,000 Hz. 

• Foam edge. 

• Complete with cable and grilles. 



BP 4” COAX 10 OZ. 

STEREO SPEAKER SYSTEM 
MODEL BP-4200 

OUR PRICE $19.95pa.r 

SPECIFICATIONS 

• Two 4” coax speakers. 

• Impedance: 8 ohms. 

• Frequency response: 120-20,000 Hz. 

• Foam edge. 

• Complete with cables and grilles. 

BP 4” x 10” COAXIAL 
SPEAKER KIT 
MODEL BP-4800 
OUR PRICE $26.95pair 
SPECIFICATIONS 

• Two 4” x 10” coax speakers 

• 20 oz. magnet. 

• Chrome bridge. 

• Foam edge air suspension 

• Deluxe grilles and cables 

BP 4” x 10” THREE-WAY 
SPEAKER KIT 
MODEL BP-4900 
OUR PRICE $29.95pair 

SPECIFICATIONS 

• Two 4" x 10” three-way speakers. 

• 20 oz. magnet. 

• Foam edge air suspension. 

• Chrome bridge. 

• Deluxe grilles and cables. 

• Display package. 





cables. 




BP DELUXE HIGH FIDELITY 
2-WAY STEREO SPEAKER SYSTEM 
MODEL HF-10 

OUR PRICE $34.95per pair 


Surface mounting. 


* Quantity: 2 pieces. 



BP 5” DELUXE EXTRA SLIM 
STEREO SPEAKER KIT 
MODEL BP-5700 

OUR PRICE $14.95pa.r 

SPECIFICATIONS 

• Air suspension. 

• Impedance: 8 ohms. 

• Maximum power: 8 watts. 

• Deluxe grilles and cables Included. 
. Designed for Imported cars. 



BP 5-1/4” COAX 
SPEAKER KIT 
MODEL BP-5800 

OUR PRICE $19.95pa.r 

SPECIFICATIONS 

• Two 5-1/4" coax speakers. 

• 20 oz. magnet. 

• Chrome bridge. 

• Foam roll, padded grilles an 
cables. 

• Display package. 



BP THREE-WAY 5-1/4” SPEAKER KIT 
MODEL BP-5900 

OUR PRICE $24.95r _ 

SPECIFICATIONS 

• Two 5-1/4" three-way speakers. '« 

• 20 oz. magnet. * 

• Chrome bridge — foam ro 

• Deluxe grilles and cables. 

BP 5-1/2” COAX EXTRA 
SLIMLINE STEREO SPEAKER 
KITmodel BP-6000 
OUR PRICE $1 9.95palr 

FEATURES 

• 5-1/2 two-way speaker system. 

• 5.3 oz. ceramic magnet. 

-tweeter. 

y response: 80 
....i power: 15 watts. 

• Impedance: 8 ohms. 

• Complete with metallic mesh grilles, 
hardware and instructions. 

• Designed for imported cars. 

• Deluxe acoustical design to give 
maxi sound. 
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BP 2 PIN FEMALE POWER CORD 

With Fuse - tin s - 

MODEL CB-2 Jfca—- 

OUR PRICE $1 .25..ch 10 FOR $10.00 


BP 3 PIN FEMALE POWER CORD 

With Fuse ^ Jfll 

MODEL CB-3 S^tla/ JI 1 

OUR PRICE $1.25aach 10 FOR $1 0.00 


BP MAGNETIC MIKE HOLDER 

MODEL MH-450 

OUR PRICE 59 c ..ch 
10 FOR $5.00 

Display package. 

SELF ADHESIVE 
MIKE HOLDER 
MODEL MH-440 
OUR PRICE 39^ each 



36” COAX JUMPER CABLES 
With Connectors 
MODEL CB-536 

OUR PRICE $1.95 each 10 FOR $15.00 


BP EXTENSION LEADS 


BP DUAL INPUT AUTO ACCESSORY 

mJUSST ™ 

DESCRIPTION $0.90 

' Y n 'jype cord wjlh male plug 

BP C.B. LOCK 
MOUNT BRACKET 
MODEL CB-500 
OUR PRICE $4.95 

• For C.B. stereos, radios, etc. 

% Display package. 



MODEL RG58U 

OUR PRICE $32.50 each 

4 ROLLS FOR $120.00 


BP REPLACEMENT MIKE CABLE 
MODEL MC-80 

OUR PRICE $1.50 

DESCRIPTION 


shield. 10 foot long colled 
cord when extended. Both 
ends are stripped and tinned 
tor easy replacement. 
•Display package. 

MODEL MC-60 

OUR PRICE $1.25 

DESCRIPTION 



AE-12 
AE 24 
AE-48 
AE-144 


1.00 

1.20 

1.75 


BP SCANNER CABLE n~ 

MODEL AA-24 24” - nJU 

OUR PRICE $1.49each 10FOR$12.50_ 

• Motorola type plug, (both ends) 


BP AUTO 4 SPEAKER CONTROLLER 

MODEL SSC-40 

OUR PRICE $3.95 

DESCRIPTION 

Individually controls left and right volume of 
rear 9Deakers. Attracts mniHort hrankot ev.. 


BP AUTO SPEAKER CONTROL 

MODEL AS-1 

OUR PRICE $1 .50 each 

10 FOR $12.50 

DESCRIPTION 

Complete kit contains all components needed for 
switching between dual speakers. 



BP CIGARETTE PLUG 
MODEL CB-252 

OUR PRICE 79 c ..ch 
10 FOR $7.00 w 


BP AUTO HOT LINE FILTER 

MODEL AS-181 

OUR PRICE $2.50 each 

.FOR $10.00 

FEATURES 

• For CB radios and tape players. 

1 Eliminates or reduces Ignition noise thru 
'hot' wire or positive lead to battery. 

1 Complete with capacitor. 

For transistorized units only. 




POLARIZED CONNECTORS 

MODEL PC-8 

OUR PRICE $1.50each 10 FOI 


$1 2.50any 


tDS rfT £ 


=»■ 


~ii •50~« ,o for $12.50 




©e>© 


BP QUICK DISCONNECT AUTO POWER CABLE 

MODEL PC-7 

OUR PRICE $1.75., 

10 FOR $15.00 

player* s ^ lcec * ln<0 an y °* ,he 4 ' pln caples below to allow quick removal of tape 


BP SPEAKER CONTROL 

Operates Two Units On One Set Of Speakers 
MODEL AS-5 

OUR PRICE $2.50 each 5 FOR $10.00 

DESCRIPTION 

Simple attachment of this speaker selector switch allows th 
I separate audio devices, by switching from 



BP UNIVERSAL POWER 

CABLE 
MODEL PC-100 
OUR PRICE 99 e ..ch 
10 FOR $9.00 

DESCRIPTION 

Universal power cable with interchangeable pin locations to fit any stereo tape 


BP AUTO ANTENNA ‘Y’ CONNECTOR 

MODEL AS-150 
OUR PRICE $2.50 each 

FOR $10.00 

DESCRIPTION 

2 Motorola type lugs to 1 Motorola type Jack. Flexible ‘Y’ connector. 


' / i ~ «■ xo i Motorola type j€ 
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ITOOLS/AUTO ACCESSORIES 


FORDH AM 32 PIECE TOOL KIT 
MODEL FTK-4 . «| ■ 

OUR pr.ce $49.95 NEW* 


&S£F#* 




AIR COMPRESSOR WITH WORKLIGHT PRESSURE GAUGE 
AND FLASHING HAZARD LIGHT 
MODEL AC-767 _,«f I 

OUR PR.CE $39.95 NEW- 


IIsSsbIf 

adaptors, on sports needle; emergency light, 
for repair; flash signal light, pressure gauge, 

Power required: 12V, 10 amps. 


SANYO 

CAR VACUUM CLEANER 
MODEL ZC-18 

OUR PRICE $29.95 


- 
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STEREO EQUIPMENT/CONSUMER ITEMS! 


SANYO AM/FM STEREO RADIO/CASSETTE RECORDER 

WITH 5-BAND GRAPHIC EQUALIZER, AUTO REVERSE 
(RECORD & PLAY), METAL TAPE CAPABILITY, AND DOLBY* 
NOISE REDUCTION r 

model c -60 - 

FEATURES jjnS]H 

• 5-Band Graphic Equalizer *»»S3^B jK 

• Metal Tape Capability. 

• Full Logic Interlock Transport Controls. "it 

• Line-In & Line-Out Jacks. . 

• AC/DC Operation. BH^H 1 ■P'* -4t: V <1 

• Auto Reverse Record & Playback. 

• Dolby Noise Reduction. ‘*=^■*1 (H 

• 5-Segment LED Vu Meter. 

• Matching Detachable 2-Way Speakers. 

AUREX RECORD CLEANER 

MODEL DC-32 

OUR PRICE $34.95 ! 

DESCRIPTION 

The Record Cleaner by Aurex has B^, 
a newly developed rotary brush |B|^. 

which removes both elec- ,-7 

from the surface 
the It can be mounted 

on your player or it . 

your independently 

on Its accessory The new 

gentle to ^^|^BB 

features an 

and LED battery'indicator'll ■Pffsn IKfl . ! 

operates on 2 "AA" batteries (not WTt C V» laflES 
included). Comes with case ^ 

SANYO AM/FM STEREO RADIO/CASSETTE RECORDER 

WITH DUAL CASSETTE TRANSPORT MECHANISMS, 5-BAND 
GRAPHIC EQUALIZER, DOLBY NOISE REDUCTION AND 

METAL TAPE CAPABILITY 

MODEL ■■■MBHiBi 

OUR PRICE $159.95 

FEATURES IHfe SS3T—-■ i 

• 2 Tape Transport Mechanisms. B^BSE /“" W8 ®*S3531 fTtun. .1 

• Dolby Noise Reduction. BfiR^fTTr 1 C^HBB 

• Detachable 2-Way Speakers. I7fl|§ 

• Stereo Headphone Ja- t »• **11^31 

• Synchronized Dubbing System. B|, i JLJl. 

• Continuous Playback Mechanism. ^^^Bl Pi@!a*iKj 

• Line-Out Jacks. BBBB 

• 5-Band Graphic Equalizer. ~^^S5U — 

• Metal Tape Capability. '—ttsS...-^.. 

• Auto Stop Mechanism. ^***~T~ '-W 

RANDIX NOSTALGIA RADIO 

MODEL OTR-98 

OUR PRICE $69.95 ME^' 

Beautlhjllycrafted radio designed to 

speaker and has FM automatic frequen- .-m 1 

cy control. The walnut veneer cabinet 
measures 15"W * 11-1/2"H x 5-3/4"D. It's 

UL listed and FCC approved. ' fr 


SANYO TOASTIE — BI-LEVEL TOASTER OVEN WITH TIMER 
MODEL SK-2F 

our price $44.95 flt'N ’ jam 

m 1 

BP STEREO GRAPHIC EQUALIZER 

MODEL GE-333 OUR PRICE $89.95 

SS€aSS:‘ 

, nnmmnijmmii,,,, 


BP AUDIO CABLE “ ^- 

MODEL HP-3 OUR PRICE $2.50 

Ife.- 


BP AUDIO CABLE 

MODEL HP-15 OUR PRICE $4.99 

: Fortwo headphones. /SKS^w4f 

SANYO AUDIO CASSETTE DECK 

MODEL RD-7 

:£SS B ”“ 

aSL mmmt 

BP AUDIO CABLE 

"$2.99 ...» 10 FO. $27.50 

iw==i==r rr-** 

MODEL RDW33 AL TRANSP0RT STEREO CASSETTE DECK 

OUR PRICE $89.95 

WSE,”"” Wmm* 

mode^C-Stt 0UR s p R |CE $19 ‘ 95 



W — • g —« 
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AUDIO ACCESSORIES! 


BP UNIVERSAL 

AC ADAPTOR 
MODEL AC-900 

OUR PRICE $3.95, 
10 FOR $37.50 

SPECIFICATIONS 

• Adaptor for 4, 5, 6, 7.5 or 


• Output: 3.4-1/2, 6.7-1/2 



BP AC ADAPTOR FOR TV 
& ATARI GAME 
MODEL AC-1500 

OUR PRICE $5.95, 

10 FOR $50.00 

SPECIFICATIONS 

• Adaptor for 9 volts. 

• 500 mA. 

• Polarity reverse switch. 

• Replacement game switch. 

^n'prraioH, 

• Output: DC 9V 500 mA. 

• Negative or positive polarity 



BP ANTI STATIC CARBON 

FIBER DISC BRUSH 
MODEL RC-1020 
OUR PRICE $4.951 



BP CASSETTE TAPES 
MODEL CT 603 
OUR PRICE 99^ per pk 

10 pkg. FOR $8.00 



POCKET 

BATTERY TESTER 


OUR PRICE $7.95 a. 
5 FOR$35.00 

• Small and Handy: easy to us 

• Test: 9V and any 1.5V bat- 


I 




BP INTERFERENCE FILTER 
model NF-724 e 

OUR PRICE 99^ each 

10 FOR $9.00 *Z Z 

DESCRIPTION 






BP NOISE FILTER 

MODEL NF-725 
OUR PRICE 99*each 
10 FOR $9.00' 

DESCRIPTION ■ 

Eliminates or reduces TV interference ca 
radio, police, CB, auto ignition, neon sigr 
Connects between TV antenna lead and : 



BP 20 FT. MAGNETIC EARPIECE 
MODEL EP-3 
OUR PRICE 90' 

10 FOR $7.50 

DESCRIPTION 

for transistor rad 
sets, tape record 
With ear hanger. 



BP 15 FT. REMOTE 
AC ON/OFF SWITCH 
MODEL AC-15 

OUR PRICE $3.95 



BP CASSETTE TAPES 

MODEL CT 903 
OUR PRICE $1.25 

per pkg. 

10 pkg. FOR $10.00 

90 mlnute^cassettes. Low 
dynamic range, ^cassettes 



BSR LATEST ECONOMY MODEL 

RECORD CHANGER . _ 

MODEL BSR-129 OUR PRICE $36.95ea 

4 FOR 

$140,001 



budget Hi-F. 
system. Complete with latest type lo 
tone arm with slim line integrated hr 
tridge. 


BP UNIVERSAL PLUG IN HEADSHELL 
'MODEL HS-96black f 

OUR PRICE $2.95 each g 

5 FOR $1 2.50 

MODEL HS-97 chrom 

OUR PRICE $3.25each 

5 FOR $15.00 


BP FM INDOOR ANTENNA 

MODEL FM-400 Qi 
OUR PRICE 75*e.ch 

OR $6.90 
FOR $59.00 


DESCRIPTION 

Folded dipole design. 60" dipo 

*-‘-als on radio, Improves F 

ion. Display package. 


BP PILLOW SPEAKER 

MODEL PS-11 
OUR PRICE 

$4.95 

DESCRIPTION 

I with 3.5mm plug, 
shonograph or tape 


FORDHAM RADIO » 260 MOTOR PARKWAY • HAUPPAUGE < 


;er 

t# 


CHANNEL SCAN tv remote 

CONTROL 
MODEL CHAN-1 

OUR PRICE $19.95 

FEATURES 

• Changes VHF 


25 ft. low voltage 
1 Easy to 


DESCRIPTION 

Introducing ChannelScan...The 
trol you add to your present TV. You do I 
Because to install ChannelScan, you dor 
clan or repairman. Or buy anything else. 
Works on most TVs, color or black and , 
console. ChannelScan converts any TV * 
(rotary knob)—regardless of make or mo. 



CHANNELSCAN wireless tv 

REMOTE CONTROL 

HAS SLEEP SHUT OFF! 

MODEL SC-50 | 

OUR PRICE 

$39.95 



WINEGARD FM BACK OF the set 
SIGNAL BOOSTERS 
MODEL FM-3000 
OUR PRICE $26.95 

DESCRIPTION 

les amplifiers ar 



AMPLI-TENNA 

ANTENNA AMPLIFIER 
MODEL 0300 

OUR PRICE $19.95 

rs high-powered performance 1 


• TwXad' 

NEW YORK 11788 
































ISTEREO EQUIPMENT 




OUB PBICI $1 ,95...h 
5 FOB $7.50 

K3SS 


OUR PR.CE $7.95 10 FOR 



:l LTP-2 our price $14.95 

MODEL 71TC 

OUR PRICE 89* ~h 10 FOR $7.50 
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CONSUMER PRODUCTS 
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ISECURITY SYSTEMS/INTERCOMS 


BSR SYSTEM X-10 

MINI CONTROLLER 
MODEL MC-260 

OUR PRICE $19.95 

DESCRIPTION 

Instantly control 4 lights and appliances throughoi 
the house with the push of a button. From one co¬ 
venant location. Special features, dim and bright 
key, all lights — 

BSR SYSTEM X-10 timer console 
MODEL TC-211 OUR PRICE $49.95 

DESCRIPTION 

Automatically turns lights end appliances on and off 
times you. want. Special feature keys, dally, 

- — lights on, clear key. 

NIGHT SENTRY solid state timer 

MODEL WT-341B 

OUR PRICE $1 9.95.ach 

Single Pole 1 Switch 

MODEL WT-343B 

OUR PRICE $24.95each 

3-way 2 Switches 

DESCRIPTION 

A totally new concept In light time 
total solid state technology. 

FEATURES 

• Convenient. • Reliable. 

• Do-it-yourself, installs in mlnu‘~ 

• Memory Module ... sets Itself 

• Turns on and shuts off lights. 

• Protects your property, keeps your 



FOR $38.00 
I FOR $48.00 


your existing switch plate, 
anp/outslde, like you do whe 


BP SOLID STATE ‘BABY SITTER’ INTERCOM 
MODEL IN-1001 

OUR PRICE $9.95 per pair ^Jl|||||p7 

DESCRIPTION 

Economical Intercom^s^stem, Ideal for home ^ ~ 

-i. Master unit ha-- > 

is push-to-talk bi 


volume coniroi plus pusn-iu-iaix uuuun. 
Operates on 9-volt battery (not Included). 


BOGEN MASTER STATION INTERCOM 
MODEL IE-4B OUR PRICE $70.00 
REMOTE STATION 
MODEL REI-1B 

OUR PRICE $22.95 

FEATURES IE-4B 



« Master plus l 
« Tone signal L - 

• Annunciator lights shov 
is calling master. 

FEATURES RIE-1B 

• Remote converses hand8-free. ( ^ IE-4B" 


_te reliability, 1C amplifier. 

« Compact, attractive design. 

• Volume control. • AC or bat 


ittery operation. • Simple Installation and operation. 


BSR SYSTEM X-10 wall switch | 

With Push Button Control MODULE 
MODEL WS-711 OUR PRICE $17.95 

BSR SYSTEM X-10 

WALL RECEPTACLE MODULE WITH CUSTOM PLATE 
MODEL SR-227 OUR PRICE $24.95 
BSR SYSTEM X-10 

2 PIN POLARIZED APPLIANCE MODULE 


MODEL AM-286 


* PRICE $16.95 


BSR SYSTEM X-10 lamp module 

MODEL LM-501/511 OUR PRICE $16.95 


BSR SYSTEM X-10 

HEAVY DUTY 220 VOLT APPLIANCE MODULE 
15A Pin Configuration 
MODEL HD-243 OUR PRICE $32.00 



BSR SYSTEM X-10 

HEAVY DUTY 220 VOLT APPLIANCE MODULE 
20A Pin Configuration 

MODEL HD-245 OUR PRICE $34.95 


BP TRI-COM 3 CHANNEL WIRELE SS FM INTE W 
MODEL IN-338 
OUR PRICE $45.55 per pair 

FEATURES 

• A.B.C. channel selector for 4 station operation. 

• Solid state phase lock loop circuitry. 


DESCRIPTION 


tlon or monitoring. No warm-up. Simply pi 
AC outlets on same side of distribution 
msformer wiring. System allows four ste 


ass 


can be expanded wl 
ot light and on/off vo 



BP AUTO-COM AUTOMATIC 2 CHANNEL i 

WIRELESS FM INTERCOM 
MODEL IN-828 

OUR PRICE $49.95 per pair 

FEATURES 



• On/off light_ 

• Phase lock loop circuitry. 

DESCRIPTION 

Once you press down lock buttons of both units, 

free. It can also be used as a normal Inter-**-- 

Operates roV): VHF and flat = om-to-room 


BOGEN SERIES IE INTERCOMS 
MODEL IE-5 MODEL IE-10 

OUR PRICE $85.50 OUR PRICE $106.50 

FEATURES 

• Push-button communication for offices, business or plant. • All-master or single master/multiple 

• Multiple channels permit several simultaneous conversations. • Conference calls. • Choice of 5 .. -- 

• ‘Talk-lock’ button for dictation or nursery monitoring with ‘reminder’ light. • High rellabllllty solid-state circuitry. 

• Combine private and nonprivate remotes as you require. • Tie Into paging system for direct paging from mas*-' 

• Optional relay (TBR-4A) allows PA system to provide talk-back capability. • AC powered-single power supply 

• Optional operation from 12 VDC supply with reduced power. • Masters wired with 6 foot cable and junction t 

• All connections made externally. • Modified all-master system provides 'common' remote -- - 

DESCRIPTION 

Offices, stores factories and homes are only a tew of the applications for the hardworking 

choose either a single master/multiple remote system (up to 10 remotes, which can operate-, -- 

selectively. In an all-master system, several conversations can take place simultaneously, between different pairs -- 

are possible too. The IE master are private at all times; they cannot be monitored. Remotes can be private (Model RE-1 reli 
wish, you can substitute one remote for a master In an IE-5 all-master system, or two In r- " ““ — ‘' ** * 

Into your PA system for paging from IE masters or—using the TBR-4A accessory—page 
single power supply, Model PRS-20. 

ACCESSORIES FOR BOGEN INTERCOMS 


1e externally. • Modified all-master sy 



(100% 

__ ,_____ __ses privacy 

IE-10 system for hands-free reply to master. ( 


i which each station ce 
age). Conference calls Including sc 
utton for hand-free operation) or n< , 

“ -ot originate calls.) You ce 

i IE system operates from 


AWQ 22 Cable (Ship, w 


•-1 Remote for IE-5 & IE-10. Can orglnate call to master In .....- 

--- ■-—‘ton private or nonprlvately (hands-free)as desired. Incorporates sp 

g ohms : s,yled, ° m * ,oh .mss me 

ICALL US/WE ACCEPT PHONE ORDERS • TOLL FREE 800-645-9518 • NYS TOLL FREE 800-832-1446 


__ ,rt. per 100730m) 

3SC 3-conductor wire (unshielded): Ship wt.: 2 lbs. (9 
7SC 7-conductor wire (unshielded) Ship wt.; 4 “ 

- ‘ shielded): Ship wt.:S 
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CONSUMER PRODUCTS! 



























ANTENNAS/ACCESSORIES 



153 





























































































































CONNECTORS 


BP PLUG 
MODEL SP-275 

OUR PRICE 10 FOR $3.00 10 

DESCRIPTION 

Standard Motorola type plug use for 
auto antenna and master TV antenna 
systems. 


I FOR $25.00 


BP MALE CABLE CONNECTOR 

MODEL SP-276 (F 59) 

OUR PRICE 10 FOR$2.00 100 FOR $15.00 

For use with RG-59/U type cable. 

Mates with F-61A, F-81B, A-61. 75 ohm 
use. Use crimping tool CR-596 or 
CR-595A. 1051 ferrule supplied. 


lr\ yg 




BP MALE CABLE CONNECTOR 

MODEL SP-277 (F 59A) (/ f { 

OUR PRICE 10 FOR$2.00 100 FOR $15.00 (j 


BP UNIVERSAL FEMALE “F” TO “F” COUPLING 
MODEL SP-278 (F 81C) 

OUR PRICE 10 FOR $4.90 100 FOR $39.00 

Universal center clutch will adapt to 

. |h . 

ew 


II sizes of cable, RG-59 throuc 

1G-11. Accepts F-5‘ - 

F-59A, SF-59 or SF- 



BP UNIVERSAL MALE “F” TO “F” COUPLING 
MODEL SP-279 (F 71B) , 

OUR PRICE $1 .50 each ! i it 

10 FOR $12.00 

Mates with F-61A or F-81C. Single pack. 


BP MALE CABLE CONNECTOR 

MODEL SP-280 (F 56A) 

OUR PRICE 10 FOR $2.50 100 FOR $20.00 

Similar to type F-56 except unit has a 
built-on ferrule. Built-on CAC size 


BP ADAPTOR 
MODEL SP-281 (BNC-F) 

OUR PRICE $3.50aach 10 FOR $25.00 

For use where units such as test 
equipment must,be connected to “F” 
fittings. Single pack. 


BP UNIVERSAL “F” CHASSIS CONNECTOR 
MODEL SP-282 (F-61A) 

OUR PRICE 10 FOR $3.50 100 FOR $28.00 

Accepts F-59, F-59A, F-56, F-56A, 

F-659, SF-56, SF-59, TR-75F and 
AF-101. Mounts In 3/8" diameter 
chassis hole. Uses clutch type collet. 



BP CONNECTOR PLUG 
MODEL SP-284 Lj w „m l- I 

OUR PRICE $1.25. ■ch 10 FOR $10.00 - = 

Push on F connector plug to F jack. 


BP CABLE CONNECTOR 
MODEL SP-285 (F 59-AH) _ 

OUR PRICE 10 FOR $2.50 100 FOR $22.00 

Similar to F 59 connector. 


BP BNC MALE CONNECTOR 
MODEL BC-2501 

OUR PRICE $1 ,95..ch 10 FOR $17.50 

• Blister package 


BP DOUBLE MALE ADAPTOR 
MODEL BC-2506 

OUR PRICE $3.25e.ch 10 FOR $27.50 

• Blister package 


sens? 


BP DOUBLE FEMALE ADAPTOR 
MODEL BC-2516 

OUR PRICE $2.95each 10 FOR $27.50 

• Blister package 


BP BNC MALE TO UHF 
FEMALE ADAPTOR 
MODEL BC-2520 

OUR PRICE $2.75aach 10 FOR $25.00 

• Blister package 


BP UHF MALE TO BNC 
FEMALE ADAPTOR 
MODEL BC-2521 

OUR PRICE $2.25aach 10 FOR $20.00 

• Blister package 



BP T-CONNECTOR 2 FEMALE BNC 
1 MALE BNC 
model BC-2522 

OUR PRICE $3.50each 10 FOR $25.00 

• Blister package 


BP BNC PLUG TO BNC FEMALE 
RIGHT ANGLE ADAPTOR 
MODEL BC-2523 

OUR PRICE $3.75aach 10 FOR $32.50 

• Blister package 



BP BNC TO F CONNECTOR 
MODEL BC-2S25 

OUR PRICE $3.50aach 10 FOR $25.00 

• Blister package 



BP ALL CHANNEL TERMINATOR 
MODEL SP-283 (TR 75F) 

OUR PRICE 10 FOR $2.50 ioo for $22.00 

This precision 75 ohm terminator for 
F-61A orF-81 connectors should be 
used for VHF, UHF and all channel 
systems. 

Frequency range: 54 to 216 and 470 to 
890 mHz. Maximum VSWR: 1.06:1 (30 
dB minimum return loss) for VHF 
range. 1.2:1 (25 dB minimum return 
loss) for UHF range. 


BP RCA PLUG TO “F” JACK 
MODEL BC-2727 

OUR PRICE $2.95aach 10 FOR $25.00 




BP BNC PLUG TO RCA JACK 
model BNC-2529 

OUR PRICE $2.50aach 10 FOR $20.00 


BP VIDEO ADAPTOR “F” PLUG TO RCA JACK 

MODEL BC-2732 _jjk 

OUR PRICE $2.95 aach 10 FOR $25.00 ( V- ( 

• Blister package. w 

CALL US/WE ACCEPT PHONE ORDERS » TOLL FREE 800-645-9518 » NYS TOLL FREE 800-832-1446 
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SPLITTERS AND MATCHING TRANSFORMERS f n^m 


BP VHF/UHF SEPARATOR 

MODEL SP-702BL 

OUR PRICE $1 .50uch 10 FOR 


Uses behind TV set to spilt the 
VHF/UHF signals to the TV set from a 
single 300 ohm down lead. Piercing 
washer terminals eliminate the need 
to strip wire ends. 

• Blister package. 


$12.50 



BP VHF/UHF/FM SEPARATOR 
MODEL SP-703BL 

OUR PRICE $1 -75..ch 10 FOR $1 5.00 

Uses behind TV set to split the 
VHF/UHF/FM signals to the TV set or 
FM receiver from a single 300 ohm 
down lead. Piercing washer terminals 
eliminate the need to strip wire ends. 

• Blister package. 



BP VHF/UHF SEPARATOR- 

TRANSFORMER 

MODEL SP-802BL 

OUR PRICE $1.75..ch 10 FOR 


$15.00 


Used behind TV set to split the 
VHF/UHF signals to the set from a 
single 75 ohm coaxial cable input. 
One F-59 connector supplied. 

• Blister package. 


BP VHF/UHF/FM SEPARATOR- 
TRANSFORMER 
MODEL SP-803BL 
OUR PRICE $1 .95each 10 FOR $1 7.50’ 

Used behind TV set to split the 
VHF/UHF/FM signals to the set or FM 
receiver from a single 75 ohm coaxial 
cable Input. One F-59 connector sup- 



BP VCR/TV SEPARATOR 
VHF/UHF/FM SPLITTER & 
BALUN 
MODEL SP-903 

OUR PRICE $2.50 each 10 FOR 

• 75 ohm Input. W/F conn. 

• 75 ohm and 300 ohm output. 

• Blister package. 



BP VCR/TV SIGNAL MIXER 
MODEL SP-904 
OUR PRICE $2.50ench 
10 FOR $19.90 



BP VCR/TV SEPARATOR UHF/FM 
SPLITTER & BALUN 
MODEL SP-905 

OUR PRICE $1 .95 each 10 FOR $17.50 

• 300 ohm Input. 

• 300 ohm TV and FM output. 

• 75 ohm output. 



BP VCR/TV SIGNAL MIXER f-. 

MODEL SP-906 

OUR PRICE $2.25each 10 FOR $20.00 A 




BP VHF/UHF MATCHING TRANSFORMER 
MODEL MT-3 (outdoor) 

OUR PRICE $1.1 9a.ch 

10 FOR $9.90 . 100 FOR $79.00 

DESCRIPTION 

Completely plastic molded construc¬ 
tor weather-proofing. 

SPECIFICATIONS 

Frequency range: 0-900 mHz. 

Circuit: 2 capacitors on PC board. 

Case material: Molded plastic. 

Connector material: Machined brass. 

Terminal lugs: Crimped & soldered. 


BP CP-2 TWO SET COUPLER 
MODEL CP-202 



OUR PRICE $1.75each 10 FOR $12.50 

VHF/UHF/FM low loss two set 
coupler. 300 ohm input. Two 300 ohm 
outputs. Power passive, excellent 
match. Features no strip piercing 
screws. Supplied with mounting 
screws. Excellent for color, black and 
white TV & FM stereo. 

• Blister package. 

JBP CP-4 FOUR SET COUPLER 

MODEL CP-404 

OUR PRICE $2.75aach 10 FOR $22.50 

VHF/UHF/FM low loss tour set 
coupler. 300 ohm input. Four 300 ohm 
outputs. Power passive, excellent 
match. Features no strip piercing 
screws. Supplied with mounting 
screws. Excellent for color, black and 
white TV & FM stereo. 

• Display package. 
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DISTRIBUTION AMPLIFIERS & ACCESSORIES 




























DISTRIBUTION AMPLIFIERS! 


BLONDER-TONGUE starfire series 

MODEL DA-475 U/V .sras 

OUR PRICE $52.50 


m 7 3 5 9 v .i 


.95 


•del DA-4300 U/V 

R PRICE $49.95 



FEATURES 

• High Input capability combined wi 


OUR PRICE $39.95 


Input Noise Gain Input 

Capability Figure (dB) Ohms 


or 75 ohm coax cable. All 35(VHF) 4.8(VHF) 7(VHF) 75 

hannels VHF/UHF thru 30(UHF) 4.5(UHF) lO(UHF) 


‘SB 


UHF (14-83) channels 35(VHF) 5.5<VHF) 6(VHF) 

300 ohm twlnlead 28(UHF) 5.7(UHF) 9<UHF) 

outputs 

FM_amp_w |,h 75 35<VHF) 4.6(VHF) 8(VHF) 

uts. 37(VHF) 5.6(VHF) 5(VHF) 


BLONDER-TONGUE uhf/vhf distribution amplifier 


FINCO 

TUBE TYPE AMPLIFIER 
MODEL 65-1 

OUR PRICE $39.95 

DESCRIPTION 

Tube type VHF-FM distrlbi 



JERROLD GIBRALTAR VHF/FM DISTRIBUTION AMPLIFIER 
MODEL 3420 

OUR PRICE $46.95 

FEATURES ft V*--—"rttfftAL 

it capability. ■§ f A 

SEE-.. 



SPECIFICATIONS 

1 Range (mHz): 54-108,174-216. 

VHF: 15.5. 
irol Range (dB): N/A. 

DESCRIPTION 

high gain, broadband amplifier particularly suited to small TV signal distribu- 

GIBRALTAR VHF/UHF/FM DISTRIBUTION AMPLIFIER 
MODEL 4320 OUR PRICE $64.95 

DESCRIPTION 


SiaiwsSttP “ * ,B,: * 
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I AMPLIFIERS 


JERROLD COLORCASTER PLUS 


R PRICE $39.95 

MODEL TA-84X 

OUR PRICE $44.95 

MODEL TAC-84X 

OUR PRICE $49.95 

FEATURES 

• High gain. 

• Solid state. 

• Ughtninjj ^protected. 

• 300 and 75 ohm models. 

DESCRIPTION 


amplifier exhibits higher input and output capability, lower noise figures, high 
gain and lightning protection. Also, featured in these amplifiers are FM band 
filters which reduce the entire FM band by 12 dB. This FM reduction plus the 
X-tra output capability eliminates the possibility of FM overload, even in the 
Lightning protection circuitry is designed i. 



strongest FM _ _ _ __ ffilli 

protect the amplifiers from static build-up or lightning. 

TAC-84X SPECIFICATIONS 

Band: 82 Channel. Frequency Range (mHz): 54-216, 470-890. Number of Out¬ 
puts: 4. Input and Output Imped (ohms): 75. Gain (dB): 4 outputs for 4 sets: 
VHF 7.5 Lo, 6.5 Hi, FM—4.5, UHF—4.5. Output Capability: Xm at 46 dB VHF 
(7 CH): 38 dBmV. UHF (5 CH): 26.5 dBmV. Noise Figure VHF: 4.5. (dB) Max¬ 
imum UHF: 9. Isolation Between Outputs: 15 dB. Dimensions & Shipping Wt.: 
6" x 2-1/4" (10.16cm x 15.24cm x 5.71cm). S.W. 1 lb. 6 oz. 

TA-246X SPECIFICATIONS 

Band: VHF. Frequency Range (mHz): 54-216. Number of Outputs: 4. Input and 
Output Imped (ohms): 300. Gain (dB): 4 outputs for 4 sets: VHF 7.5 Lo, 6.5 Hi, 
FM—4.5, N.A. Output Capability: Xm at 46 dB VHF (7 CH): 38 dBmV. UHF (5 
CH): N.A. Noise Figure VHF: 4.5. (dB) Maximum UHF: N.A. Isolation Between 
Outputs: 15 dB. Dimensions & Shipping Wt.: 6” x 2-1/4” (10.16cm x 15.24cm x 
5.71cm). S.W. 1 lb. 6 oz. 

TA-84X SPECIFICATIONS 

Band: 82 Channel. Frequency Range (mHz): 54-216, 470-890. Number of Out¬ 
puts: 4. Input and Output Imped (ohms): 300. Gain (dB): 4 outputs for 4 sets: 
VHF 7.5 Lo, 5.5 Hi. FM-4.5, UHF—3.5. Output Capability: Xm at 46 dB VHF 
(7 CH): 114,000 uV. UHF (5 CH): 27,000 uV. Noise Figure VHF: 5.5. (dB) Max¬ 
imum UHF: 10. Isolation Between Outputs: 15 dB. Dimensions & Shipping 
Wt.: 6" x 2-1/4" (10.16cm x 15.24cm x 5.71cm). S.W. 1 lb. 6 oz. 


POWERMATE 5000 MAXIMIZER preamplifier 

Maximize Your TV Picture Color ... Your Signal Strength ... Your 
Reception Distance ... Your Antenna Performance 
MODEL 5203 

OUR PRICE $42.95 

MODEL 5207 

OUR PRICE $44.95 

MODEL 5283 

OUR PRICE $47.95 

MODEL 5287 

OUR PRICE $52.95 


clearer, sharper picture and vivid c< 



WINEGARD vhf amplifier (75 ohm) 

MODEL DA-205 

OUR PRICE $33.95 

DESCRIPTION 

For all channels 2-13 plus mid an 
super bands. High input levels 
make efficient use of strong 
signals in metropolitan areas anc 
solve overload problems. UHF 
bypass. 


SPECIFICATIONS 

Output Per Channel* : VHF 47dBmV, UHF NA. Gain: VHF 16dB, UHF 3dB Input 
Per Channel : VHF 31dBmV, UHF NA. Bandpass: VHF 50 to 88 MHzt 108 to 
300 MHz. UHF 470-890 MHz. Noise Figure: VHF 2.9dB, UHF NA. Input Connec- 
tions: 1—75 ohm. Dimensions: 5-1/2” Long x 3-1/2” Wide x 1-1/2” Deep. 

*7 Ch. VHF, 5 Ch. UHF 0.5% Cross Modulation 

tAII models which amplify VHF are equipped with a special FM circuit which 
prevents overload from strong local stations 



WINEGARD uhf amplifier (75 ohm) 

model DA-405 
OUR PRICE $49.95 

DESCRIPTION 

High gain, low noise distribution 
amplifier designed for use in deep 
fringe UHF signal areas. The very 
low noise figure of the DA-405 pro¬ 
vides clear UHF pictures where 
other amplifiers would only make 
the snow brighter. Input and out¬ 
put are thru 75 ohm, F type con¬ 
nections. VHF signals are bypass¬ 
ed with negligible, loss. 

SPECIFICATIONS 

Output Per Channel*: VHF NA, UHF 44dBmV. Gain: VHF 0.4dB avg., UHF 21.6dB 
avg. Input Per Channel*: VHF NA, UHF 23dBmV. Bandpass: VHF 54-216MHZ, 
UHF 470-890MHZ. Noise Figure: VHF NA, UHF 3.2dB. Input Connections: 1-75 
ohm. Dimensions: 5-1/2" Long x 3-1/2" Wide x 1-1/2” Deep. 

*7 Ch. VHF, 5 Ch. UHF 0.5% Cross Modulation 



WINEGARD vhf-uhf 

AMPLIFIER (75 OHM) 
model DA-8050 
OUR PRICE $39.95 


d Super bands. 


SPECIFICATIONS 

Output Per Channel*: VHF 47dBmV, UHF 48dBmV. Gain: VHF 16dB, UHF 9dB 
Input Per Channel*: VHF 31dBmV, UHF 39dBmV. Bandpass: VHF 54 to 88 MHZt 
108 to 300MHz, UHF 410 to 810MHz. Noise Figure: VHF 2.8dB, UHF 8 5dB 
Dimensions: 5-1/2" Long x 3-1/2” Wide x 1-1/2" Deep. 

*7 Ch. VHF, 5 Ch. UHF 0.5% Cross Modulation 

tAII models which amplify VHF are equipped with a special FM circuit which 
prevents overload from strong local stations 


WINEGARD VHF AMPLIFIER 
FOR CATV 
MODEL DA-2155 

OUR PRICE $42.95 

DESCRIPTION 

Special model to use with 30 chan 
nel CATV inputs. Extended band- 
from 50 to 450MHz covers 
and super bands and FM 

SPECIFICATIONS 

Output Per Channel*: VHF 41dBmV**, UHF NA. Gain: VHF 11 dB, UHF NA. Input 
Per Channel*: VHF 30dBmV**, UHF NA. Bandpass: VHF 50-300MHZ. Noise 
Figure: VHF 5.8dB, UHF NA. Dimensions: 5-1/2” Long x 3-1/2" Wide x 1-1/2" 
Deep. 

*7 Ch. VHF, 5 Ch. UHF 0.5% Cross Modulation **30 Ch. VHF 0.5% Cross 
Modulation 
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TV ANTENNA AMPLIFIERS 
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VIDEO ACCESSORIES 


BP QUICK CONNECT “F” PLUG 
& BALUN 
MODEL V-400 

OUR PRICE $1 .50 each 10 FOR $1 2.50 

Adds mobility to your VCR & TV. Con¬ 
verts 300 ohm input to 75 ohm output. 

No wiring necessary. Peg pkgd. 


BP QUICK CONNECT “F” WALL JACK 
MODEL V-401 

OUR PRICE $1.75each 10 FOR $1 5.00 


BP VCR-TV QUICK CONNECT “F” SET 
MODEL V-402 

OUR PRICE $2.75e,ch 
10 FOR $25.00 

Adds mobility to your VCR-TV. Push 
on/pull off antenna connectors allow 
instant switching for multi-purpose in¬ 
stallations. Instructions included. Peg 


BP QUICK CONNECT “F” PLUG 
MODEL V-403 

OUR PRICE 75 C each 10 FOR $6.00 

Adds mobility to your VCR & TV. For 
75 ohm cable. No wiring necessary. 
Instructions included. Peg pkgd. 


BP QUICK CONNECT “F” PLUG 
& BALUN 
MODEL V-404 

OUR PRICE $1.50 each 10 FOR $10.00 

Adds mobility to your VCR & TV. Con¬ 
verts 300 ohm input to 75 ohm output. 

No wiring necessary. Peg pkgd. 


BP QUICK CONNECT “F” PLUG 

RG 59U 
MODEL V-4033 
OUR PRICE $1 .95each 10 FOR $1 7.50 

MODEL V-4036 

OUR PRICE $2.50each 10 FOR $22.50 

3 ft. or 6 ft. Push-on Quick Connect 
"F" plug on both ends. Blister packaged. 


(STTiT 





BP QUICK CONNECT RIGHT ANGLE PUSH ON CABLES 
MODEL V-3533 

OUR PRICE $2.75each 10 FOR $25.00 

3 ft. RG-59 cable with right angle Push-on “F" plug on both ends. 

MODEL V-3534 with Gold Connectors 
OUR PRICE $3.75each 10 FOR $35.00 3 FT. 

Same as above With Gold Connectors on Both Ends 

MODEL V-3566 

OUR PRICE $2.95each 10 FOR $27.50 

6 ft. RG-59 cable with right angle Push-on "F” plug on both ends. 

MODEL V-3567 with Gold Connectors 
OUR PRICE $3.95each 10 FOR $37.50 


Same as above With Gold Connectors oi 

MODEL V 3588 
OUR PRICE $3.50each 

10 FOR $30.00 

12 ft. RG-59 cable with right angle 



6 FT. 

model V-3589 with Gold Connectors 
OUR PRICE $4.50each 

10 FOR $40.00 12 ft. RG-59 cable with right 


’ plug c 




rs on Both Ends 


BP 75-OHM CABLE RG 59U 
MODEL V-3303 

OUR PRICE $2.95each 10 FOR$27.50 

3 ft., UHF plug to UHF plug. 

Blister package. 

75-OHM CABLE 
MODEL V-3310 
OUR PRICE $3.50each 10 FOR$30.00 

10 ft., UHF plug to UHF plug. 

Blister package. 

BP 75-OHM CABLE RG 59U 

MODEL V-3403 

OUR PRICE $3.50 each 10 FOR $30.00 


75-OHM CABLE 

MODEL V-3410 

OUR PRICE $3.95each 1 

10 ft., BNC plug to BNC plug. 


for$35.00 



BP 75-OHM CABLE RG 59U 

MODEL V-3506 

OUR PRICE $1.95each 10 FOR$1 7.50 

6 ft., "F” connector both ends. 

Blister package. 

75-OHM CABLE 
MODEL V-3512 

OUR PRICE $2.95 each 10 FOR$27.50 


BP 75-OHM CABLE RG 59U 

MODEL V-3606 

OUR PRICE $1.75, 


for$15.00 


75-OHM CABLE 
model V-3612 
OUR PRICE $2.50ea 

12 ft., RCA plug b, 

Blister package. 


ofor$22.50 


BP 75-OHM CABLE RG 59U 

model V-3703 

OUR PRICE $1 .95each 10 FOR$1 7.50 

3 ft., RCA plug to “F" connector. 

Blister package. 

75-OHM CABLE RG 59U 
MODEL V-3710 

OUR PRICE $2.50each 10 FOR$22.50 

10 ft., RCA plug to “F" connector. 


BP COAXIAL 
JUMPER CABLE 

MATV Application RG59/U Cable 
F59 Connector— F59 Connector 


MODEL F-3F 3 ft. length 

OUR PRICE $1 «25each 

MODEL F-6F 6 ft. length 
OUR PRICE $1 .50each 1 
MODEL F-12F 12 ft. length 
OUR PRICE $2.50each 1 
MODEL F-20F 20 ft. length 

OUR PRICE $2.99each 10 FOR $25.00 
MODEL F-50F 50 ft. length OUR PRICE $6.95each 
MODEL F-100 100 ft. length qUR PRICE $1 2.95ea 


10 FOR $10.00 
10 FOR $12.00 
10 FOR $20.00 
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VIDEO ACCESSORIES! 



































■VIDEO EQUIPMENT/ACCESSORIES 


MERA LIGHT new 

OUR PRICE $59.95 




HARWOOD pro-lux/100 

DC VIDEO CAMERA LIGHT 



ACME-LITE twinlites 
MODEL 42-A OUR PRICE $119.95 


■- type of power 
>usly on both pi 

nonai ugm ana wider beam angle Is i 
power cords, one for the battery and 

outlet. The new rlm-mounted lamp ha___ 

reflector. The heavy yoke provides easy swivelling .... 
bouncing and includes a fitting that will mount directly 
to video camera for fit any light stand from 3/8" to 5/8” 


AMBICO AC/DC FOCUSING VIDEOLIGHT 
MODEL V-0190 

OUR PRICE $99.95 


NEW! 





asttsfffifss™. 


HARWOODplus power-portable 

RECHARGEABLE NICKEL CADMIUM POWER PACK 
MODEL BP-1800 . _ 

OUR PRICE $99.95 

formanc___ 

- , —-........ Cadmium technology. 

A compact, lightweight (3.8 lb.) 4.5 Amp. 

Hrs. power pack housed in a hl^jh Impact 


comfortable shoulder 
table belt clip. Features long, dependab 
storage capacity and recharges fully In 
18 hours; self resetting 18 amp safety clr 
breaker and universal "cigarette lighter" 
type connector to power not onl" ” , - i — 
Cameras and Lights, but any 12 



AMBICO 10-AMP BELT POWERPACK 
MODEL V-0805 

OUR PRICE $79.95 

DESCRIPTION 

A new standard of comfort and 
nlence. These battery packs are worn 
around the waist, distributing their welgf 
evenly and comfortably. The walstbelt Is 
adjustable. 

Connecting collcords don't hang loosely or 
get In the way. Powerpacks are covered in 
handsome, rugged DuPont Cordura. 

Power cells are sealed, rechargable lead- 
acid In rugged, shock-resistant, polypropylene case: _ _ 

recovery rate, and tolerate wide temperature and climatic variations.> 
dabllltv and safety, power receptacle Is fused. 12V, 10-amp. Powers VC 
light almost 1 hour. Weighs less than 8 pounds. Recharger Included. 


VDO-PAK VCR/CAMERA 
POWER SOURCE 
MODEL VP-20 

OUR PRICE $39.95 

FEATURES 

A compact, lightweight power source for 
all portable VCR/camera combinations. 
Solid-State, fully regulated ultra clean 
power, with auto-reset over-voltage/short 
circuit protection device. 

UL and CSA approved, designed specifically toi 
video recorders. 

PUsh cigarette lighter type plug In and operate. 



NI-PAK POWER PACK 

Lightweight Carry on Shoulder or on Belt Rechargeable 

12 Volt Nickel Cadmium Power Pack 

MODEL NP-480 QNLY 

OUR PRICE $99.95 3 Vi LBS.! 



SSK&. our price $79.95 




ss 

II 

$8.50 

l :*SS 


iCALL US/WE ACCEPT PHONE ORDERS . TOLL FREE 800-645-9518 ■ NYS TOLL FREE 800-832-1446 


























VIDEO EQUIPMENT 


BP VIDEO EXTENSION CABLE 
MODEL V-5525 26 Ft. 

OUR PRICE $39.95 

MODEL V-5550 SO Ft. 

OUR PRICE $59.95 

26 tt. or 60 ft.cable. The video extension cable allows an 
10 pin mala to 10 pin female. Display packaga. 


BP VIDEO CAMERA EXTENSION 
MODEL V-5825 

OUR PRICE $44.95 

14 pin mala to 14 pin famala for 8ony Batamax. 26 ft. 

VIDEO CAMERA EXTENSION 
MODEL V-5650 

OUR PRICE $64.95 



14 pin mala to 14 pin famala for Sony Batamax. SO ft. 


BP VIDEO PLUG ^ 

MODEL V-5500 OUR PRICE $9.90aaoh 

10 pin vldao plug. wWP”™.* r_ 


BP PLASTIC COVER FOR VIDEO MACHINES 



$ 3.95 


BP PLASTIC COVER FOR 2 PIECE PORTABLE VCR 


MODEL V-6602 


OUR PRICE $4.95 



BP BETA CLEANER 
MODEL V-6671 

OUR PRICE $9.95 

FEATURES 

* Beta Video Cassette Cleaner 

VHS CLEANER 
MODEL V-6672 

OUR PRICE $9.95 

FEATURES 

• VHS Video Cassette Cleaner 



ALLSOP VIDEO CASSETTE RECORDER CLEANERS 
MOOEL 60100 
OUR PRICE $1 2.95eaoh 
5 FOR $60.00 

DESCRIPTION 

VH8 Video cleaner and solution. 

MODEL 66000 

OUR PRICE $1 2.95each 
5 FOR $60.00 

DESCRIPTION 

Gen ll/for Beta Video cleaner and solution for all Beta VCR's. 



ALLSOP VIDEO CASSETTE RECORDER CLEANERS 

MODEL 63010 ^T~7T~ 

OUR PRICE $4.95 - P td/ 

DESCRIPTION 
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VIDEO BAGS/VIDEO ENHANCER 


KIWI VIDEO RECORDER BAG 

MODEL VR-1100 

OUR PRICE $55.00 Jb^jJ | 

For Panasonic [N V8410, 3000 and 4000 series). Quasar (S410). ' 1 ■ 

Magnavox (8377), Svlvanla (VC4S15). Phllco (V1715), Sanyo T ~ 

(VPR4800) and GE. video Recorder Bag converts from 
shoulder bag to back-pack. 12-1/2 x 5-1/2 x 10-1/2". 1 lb. 3 oz. 

KIWI VIDEO RECORDER BAG 

MODEL VR-1150 OUR PRICE $55.00 

For Panasonic (8500). Quasar (5420), Magnavox (8382), Canon, 

Nikon, Olympua, QE, Phllco and Sylvanla. Video Recorder Bag 
converta from shoulder beg lo back-pack. 10 x 4 x 10". 1 lb. jW 

MODEL VR-1175 OUR PRICE $55.00 1 

»cVfo n ^« » x .ni. 

, KIWI VIDEO RECORDER BAG 
f MODEL VR-1350 

' OUR PRICE $55.00 

For JVC (2650U and HR2200U). Video Recorder bag converts Ml—Bi» B 
from shoulder bag to back-pack. 12 x 8-1/2 10-1/2". 1 lb. 4 oz. JB ■ 

KIWI VIDEO RECORDER BAG 

MODEL VR-1375 OUR PRICE $55.00 

For JVC #HRC-3. Video Recorder Beg oan be used as BCTB 

ehoulder bag or waist bag. 10 x 3 x 8-1/4". 1 lb. W 

MODEL VR-1380 OUR PRICE $55.00 

KIWI VIDEO RECORDER BAG 

MODEL VR-1250 ' 

OUR PRICE $55.00 l(H 

15 9 , /. J Hlta ^ fl1 <VT3P,VT7A), Pentax T 

(PV-R1000A) and Minolta. Video Recorder bag converta from 4P^MtBBRM9 

ahouldar bag to back-peek. 12 x BVi x 10V4" 1 lb. 4 ozs. K- 

- Same as above but for Zenith VR-5000 

KIWI VIDEO RECORDER BAG J "*0| 

MODEL VR-1400 

OUR PRICE $55.00 

For Sony (8L2000) and Zenith (VRB800 and VR9500). Video W 

Recorder Bag^ converts from ehoulder bag to beck-pack. 1L BCv.r.njwfM^ 

KIWI REGULAR VIDEO CAMERA BAG 

MODEL VCR-100 OUR PRICE $49.95 

17 x 10 x 9”. 3-1/2 lbs. Will hold most Video Cameras (main jU| 

compartment is 17 x 8 x 9"), accessories and tapes. 

MODEL VCR-200 OUR PRICE $49.95 

17 x 10 x 12. 3-3/4 lbs. Our most popular Video Bag, holds 
most medium and large cameras—only 3 Inches higher than 
the VCR-100. No need to collapse handles or microphones— 
always camera-ready. 

KIWI VIDEO RECORDER BAG 

MODEL VR-1700 - 7 

OUR PRICE $55.00 . s^Tl 

For Mitsubishi (HS700R). Video Recorder Bag converts from -A ■j 

shoulder bag to back-pack. 17 x 5 x 10". 1 lb. 13 ozs. 

/JT\ 

KIWI EXTRA LARGE 

VIDEO CAMERA BAG WH 

model VCR-275 

OUR PRICE $66.00 

8 x 12 x 17-1/2”. 5-3/4 lbs. The '747' of Video Camera Baas It 
will hold combinations of cameras, recorders, tuner-timers 

KIWI 

“PAPARAZZI” CAMERA BAG 

Every Feature Photographers want 

model cb-800 

OUR PRICE $59.95 

One large main compartment (15'/i"x 8"x 7"), 
with 6 padded Velcro® dividers and three padd- 

a^Wik"x5«, W2 

Padded top with a zippered Inside 

document/fllter pocket (14V,"x 6'/,"). 14 elastic ^^^R 

film loops, buckled waist-strap, tripod tie-downs, 
padded shoulder strap, soft-grip handles, 
etc—Finally, a complete camera bag! 

19”x 10”x 9” 2*/« lbs. 

KIWI ‘JVC’ MINI-SYSTEM BAG 

Now, a camera-ready bag for the ‘JVC’ mini-system _ — 4 

(#GZ-S3 and #HRC-3) (IT** 

MODEL VCR-75 { jMdnl 

OUR PRICE $49.95 

The Video Camera, the Video Recorder and the new 

Shoulder Grace The — r.r,r.■ ..ml ml,. Ih.. mam .-..in 

partment (assembled) and can be camera-ready with one 
hand. This completely padded bag has soft grip handles, an 
adjustable/removeable shoulder strap and an outer ac- 
cessory pocket (10 x 2 x 8"). The finest transportation for the ■ 
smallest state-of-the-art Video! 23x8x 11-1/2". 2 lbs. 14 oz. M 

BETA MOVIE/CAMCORDER BAG 

MODEL VCR-65 

15x9x 10”. 1 lb. 12 ozs. OUR PRICE $45.00 

Ark 

KIWI J/IDEO TRANSPORT BAG ^|| 

OUR PRICE $44.95 

recorders (VHS i. BET/(k*ha/d^not* exceed° Sh 

VIDICRAFT INTEGRATED VIDEO ENHANCER 

DESCRIPTION 

enhancer is an component lor the single VCR 

owner—and an economical prime component tor the two VCR owner Features include image P* ■ - ,. 

video indicator light, three audio/video outputs, and RF modulator output for direct connec- ■ ’ ' ’ 

tion to your TV receiver. In addition, the IVE-100 incorporates a unique commercial alert that W‘ ' v - ■ 

beeps to warn of commercial interruptions Instead of watching for commercials, relax and ■ 

wait for the reminder tone To use the IVE-100. connect directly between VCR and TV receiver f - ^ ■-'■*** Y ’t V f 

or monitor or between two VCR’s. For additional information on features, see descriptions W ■ A 4 s ' f. 

under the Detailer I image enhancer, Guard Stabilizer, and RF Modulator. 

H^CHARGE IT—VISA*MASTER CARD*AMERICAN EXPRESS • Toll Free 800-645-9518 • NYS Toll Free 800-832-1446 
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VIDEO ACCESSORIES I 

IE 


BP COAX AB SWITCH 
MODEL AB-27 

OUR PRICE $2.95..ch 
$20.00 


10 FOR 


• Isolation: A & B 85 dB; t 
TV 85 dB. 

• Blister package. 

BP COAX AB SWITCH 
MODEL AB-28 

OUR PRICE $2.95..ch 
10 FOR $20.00 

• Input: 75 ohm. 

• Output: 300 ohm. 

• Isolation: A & B 70 dB; A & TV 
75 dB; B & TV 75 dB. 

• Blister package 



BP COAX AB SWITCH 
MODEL AB-29 

OUR PRICE $2.95each 
10 FOR $20.00 


BP COAXIAL SWITCHING FOR TV AND VIDEO 
CASSETTE RECORDERS 
MODEL AB-370 
OUR PRICE $6.95each 
5 FOR $30.00 

3-posltlon coaxial push-button switch. 

DESCRIPTION 

Heavily shielded switch box providing max¬ 
imum isolation to avoid 'bleeding' of one 
strong channel Into another during TV view¬ 
ing. Four ‘F’ connectors accept 75 coaxial 


Ing. Fou 

cable wl 



_IS selections o? TV and antenna com¬ 
binations. Pushbutton switches are located 
conveniently on top ot the attractive, deep 
blue metal cabinet having keyhole cutouts for flush wall mounting. Three 75 ohm resistors 
properly terminate any unused position. Overall size: 3-9/16" x 2-3/4" x 2". Individually boxed. 

MODEL AB-380 

OUR PRICE $6.95each FEATURES 

(tOt\ nn • Three inputs: Two F connectors and one 

5 FOR vPOU.UU RCA jack. One output: F connector. 

3-posltlon coaxial push-button switch. • All other features are the same as AB370. 


BP ANTENNA/CABLE TV SWITCH 
MODEL AB-400 

OUR PRICE $7.95esch 
10 FOR $65.00 



CABLE SWITCHING KIT 
MODEL V-488 

OUR PRICE $9.95 



BP ANTENNA/CABLE TV 

SWITCH 

MODEL AB-410 

OUR PRICE $6.95each 10 FOR $60.00 

.witches from cable to antenna system in- 

K25L, 



BP COAXIAL SWITCH 
MODEL AB-30 

OUR PRICE $5.95e.ch 
FOR $50.00 

DESCRIPTION 

A versatile product, with a range of con- 
umer and MATV applications. Highly 
suable with only one moving part. In- 
ivldually packed, less cable connectors. 


slf-termlnatlon of 



'A', 'B' ai 


I output. 


APPLICATIONS 

• Dual CATV and MATV A/B cable sys 

• Home TV antenna systems. 

• With video cassette recording systei 

• The exceptionally high Isolation bet’ 
A & B of Model AB-30 permits Its us 
any A/B situation without concern a 
possible co-channel Interference. 


BP TV GAME SWITCH 
MODEL V-450 

OUR PRICE $2.50each 10 FOR $20.00 

DESCRIPTION 

300 ohm In and out with RCA plug. 

FEATURES 

• Permanent hook-up of TV video game to 


BP TV GAME SWITCH 
MODEL V-451 

OUR PRICE $2.95each 10 FOR $25.00 

DESCRIPTION 

75 and 300 ohm In and out with RCA plug. 

FEATURES 

• Permanent hook-up of TV video game to 

• Quick selection of video game or TV at 
the change of a switch. 

• Easy to install. 


BP TWO GAME TV SWITCH 
MODEL V-452 

OUR PRICE $2.75each 
10 FOR $25.00 

• Two RCA Jack. 



BP DUAL INPUT/DUAL OUTPUT 
TV GAME SWITCHES 
MODEL V-453 

OUR PRICE $3.50each 10 FOR $30.00 

DESCRIPTION 

Universal switch permits connection of TV 
game to TV with either 75 or 300 ohm input. 

May be used with 75 or 300 ohm antenna In¬ 
put. 

MODEL V-454 
OUR PRICE $3.75ea 


0 FOR $32.50 


DESCRIPTION 

channel. Const 
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•A/B Switch, 1—CA-2111 





































STEREO SIMULATORS 
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TV CONVERTERS 


BP 61 CHANNEL WIRELESS REMOTE 

model V-7661 , | 

— $69-95 FORCABLErv SPECIAL- 
















































^CONSUMER PRODUCTS 



KONICA 

MODEL CV-601 


5 AUTO-FOCUS 

e $499.95 


NEW! 

Size 66mm x 225mm x 122mm (W?Dx H) (2.6" x 8.9” x 4.8"). . Weight 1.6 lbs. 



LIGHTWATCH lightwatch ii 
MODEL LC-1/2 OUR PRICE $149.95 

DESCRIPTION 





ARs 


:l AR-SRC OUR price $149.95 


He*' 









AR-SRC 

































^FMrHREE-WAY MINI SP( 
MODEL HF-9 

The rtiinijSpealser' witfi-thaxi sound 1 

SPECIFICATION 


ihoice pf Wet 


Teldscopi nafBhtennjjr 
J^6eptio^HF:2JR UHF' 












